


’‘m On A 
Payroll Now 


Y first job... and me 48 years 








old. I’ve deserted the bridge 
ible for a part-time essential job. 
{hat doesn’t leave much spare time 
o do the cooking and marketing 
.. but with the help of my Grand 
Range I manage nicely. I can whip 
(up good meals in a hurry, either 








‘on the top burners or quick oven 


casseroles. 


After the war, when I go back to 
Bheing a full-time housewife again, 
can do more baking and fancy 

r ‘peas By then I'll be ready for 
anew range—and from the way 
{ {this one has proved itself—nothing 
, Qwill do but another new Grand. 
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WHEN PEACE COMES 





IT WILL BE GRAND 
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has been recognized for years. 





Hackney Propane-Butane cyl- 
inders provide time-tested de- 
pendability and satisfactory 
performance. They are engi- 
neered to meet the require- 
ments in the transportation of 
LP-Gas from producer or dis- 
tributor to user. The Hackney 
Process of cold drawing as- 
sures uniform sidewall thick- 
ness and, further, is a test of 
the quality of the steel itself. 
In the design and construction 
of Hackney LP-Gas cylinders, 


OR He Bat 


Cutting of metal is among the many important 
wartime services being performed by L-P Gas. 
Many shipyards, as well as other fabricators of 
steel are recognizing the value of propane for 
cutting. The value of Hackney cylinders for the 
storage and transportation of propane-butane 
Today, Hackney 
cylinders are assuring dependability and long 
life in many wartime L-P Gas applications. 


there is only a single body 
weld. Welding is X-ray con- 
trolled. Heat treatment of the 
finished cylinder assures con- 
tinuous trouble-free service. 
Thus, there is no interruption 
in skill, knowledge, imagina- 
tion, and Hackney’s research 
in product improvement. 
These are continuing. You are 
assured that the qualities 
which have won a preference 
in the industry continue to be 
found in Hackney. Cylinders. 


Pressed Steel Tank Company 


GENERAL OFFICES AND FACTORY -: 1487 SOUTH 66th STREET 
Milwaukee, Wisconsin 


CONTAINERS FOR GASES, LIQUIDS 
AND SOLIDS 
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=  —_ is the Tree of Tomorrow 
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E who has longed for the cool shade of a mighty 

oak in his front lawn, or for a row of productive 
fruit trees in the back yard—this man knows that the © 
planting of the seed must, by many years, precede the 
fulfillment of his dreams. 

So it is with the attainment of life’s goals—a home, 
position and independence. So it is with the United 
Nations today in their quest for the four Freedoms. 

The seed for a sturdy tree of world security was planted 

the day we and our Allies went all-out against tyranny. 

Ithas taken a while for our tree to mature and bear 

fruit, but because we moved when we did we are precision over the manufacturing procedure in our 
assured of success in the eventual victory. products of tomorrow. 

While we in the Pittsburgh Equitable Meter Com- With the coming of world peace, our five factories 
pany and Merco Nordstrom Valve Company are now will resume their principal role of building accurate 
chiefly engaged in the production of materials for and dependable meters, valves, regulators and similar 
winning this war, we are also energetically planning items for measurement and control. As manufacturers 
for the future. The Research, Engineering and Develop- of precision equipment, we expect the educated post- 
ment programs of our organization are being war buyer to demand and recognize only 
intensified. New designs are taking form the highest quality and serviceability. In 
on the drawing boards. Experiments with +s. the end, the harvest of the seeds that we 
new materials and new models are taking 4 a are sowing today will be garnered by the 
Place in the laboratories. Our Standards equipment users of tomorrow. 

Department, which was recently awarded j 
the “A” Rating for quality control by the BACK THE ATTACK 


ROM TODAYS RESEARCH AND PLANNING 


U.S. Army Air Forces, will apply exacting wit come our reooucrs of tomorow WITH WAR BONDS 


PITTSBURGH EQUITABLE METER COMPANY 
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Sowing Seed 
Now to Sprout 
Business for 


Dealers Postwar 


At war’s end, Possibly sooner, the 
supplying of Butane Gas, Systems and 

Ppliances will again afford the fastest 
moving, i 


most promising rural and subur- 
ban busi 
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ness opportunity, 
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BUTLER MFG. COMPANY 
KANSAS CiTY 3, mo. 
GALESBURG, ILL. MINNEAPOLIS 14, MINN. 







coo 
gas wt 

Plan no in perm 
—" nditions again per e, Buy 
n war co he meantime, ¢ 
In t rrow's bet- 


whe 
“ture. 
nufactur in tomo 
Ws Bonds—share 1 
ar 


Producing 


for War 
ter living. 


BUTL ERS BUILT ro Plmlng 


for Peace 
st 
BUTANE GAS 





DECEMBER-19438 











Gentlemen: 


I sold a good customer of mine quite 
a while back a range made by a na- 
tional manufacturer. I have had some 
peculiar trouble with this one par- 
ticular range. I wrote the factory for 
advice but they claimed that they had 
never had the same trouble and what 
they told me did not help. 

This stove worked perfectly for 
something like six months and then 
it began to work very odd to me. The 
top burners burn perfectly until the 
oven is lighted, and after about 10 
minutes when it warms up they begin 
to blow and the two back ones at 
times blow completely out unless the 
mixture is set too rich on them. By 
opening the oven door, the top burn- 
ers settle down and burn perfectly. 

I know this to be caused by lack 
of oxygen, but I do not know how to 
remedy it. Up to now, I have cut out 
all the metal I possibly could from 
back of the stove between the top of 
the oven and the burner top. I also 
put a short vent pipe about eight 
inches tall over the oven vent. 

Any suggestion which you can give 
to help me will be duly appreciated. 


F.R.F. 
Texas 


It is extremely difficult to analyze such con- 
ditions unless one is right on the job, but we 
are wondering if your trouble isn’t similar 
to that of another dealer. A certain manufac- 
turer brought out a new range and it worked 
perfectly for the first three or four months, 
then it started acting just like yours. He tried 
cutting away metal and various other expe- 
dients, but the top burner flame would floav 
just the same. He eventually found that there 
was a leakage of combustion gases from the 
oven so that it interfered with the top burn- 
ers. The reason that this did not show up 
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when the stove was new was ‘that the insulat- 
ing material had prevented it, but this had 
settled and shrunk during the first three 
months so that the floating condition finally 
developed. On the ranges which were in the 
field he corrected the condition by packing 
them with additional insulation, and in addi- 
tion he used sheet asbestos at the points 
where leakage could occur. 

From your description of the difficulty we 
could state almost definitely that your trouble 
is leakage of combustion gases from the oven 
so that it interferes with the top burners, 
and if you can eliminate this we are sure your 
troubles will be over. The fact that the trouble 
disappears when you open the oven door would 
seem to support this.—Ed. 


Gentlemen: 

I have been referred to you by the 
Pyrofax Gas Division Engineering 
Dept. regarding the uses of butane 
and propane gas. The questions I 
have asked them are: 

1. Is butane or propane gas suitable 
for use in internal combustion engines, 
cars, trucks, etc? 

2. If so, what changes are neces- 
sary to prepare internal combustion 
engines for the use of either of these 
gases ? 

3. How efficient are these gases, 
as compared to present day gasoline, 
if adaptable for this purpose? 

4. I have been advised that these 
gases are used in internal combustion 
engines in various sections of the 
country. Is this true? 

A.S.B. 
New York 


We can assure you that butane and pro- 
rane, and mixtures of these two gases are 
excellent fuels for internal combustion en- 
gines on ears, trucks, tractors or stationary 
engines. Insomuch as this fuel burns as 4 
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gas it leaves no residue and causes far less 
wear on all motor parts. There is no dilu- 
tion of crank case oil. Large, heavy-duty 
construction equipment in the West has run 
as much as 180,000 miles without overhaul- 
ing when using butane as fuel. It develops 
more power and gives smoother operation, 
but it does not give any appreciable increase 
in mileage. However, as it sells for less than 
gasoline it amounts to an increase in mileage. 

The application of LP-Gas to automotive 
equipment has been very extensive in the 
West and the Southwest and is spreading 
gradually into the Midwest and more slowly 
into the eastern states. The reason for this 
is probably that butane has sold at a very 
low price in the West and has been easily 
available.—Ed. 


By 
Gentlemen: 


We have been trying to figure some 
way to change a steam boiler now 
operated by a pressure gasoline 
burner to butane gas. This boiler is 
used for a tire shop and operates two 
recapping molds and three section re- 
pair molds. The present set-up is sat- 
isfactory with the exception of gen- 
erator trouble and this keeps one man 
busy practically all the time keeping 
the generators in repair. We will give 
you the details and if you can help 
us in any way in recommending an 
installation that would prove satisfac- 
tory, we will not only pay you for 
your advise, but be very grateful for 
it. 

The boiler has no name plate but 
we are positive it is a 3 hp. tubular 
vertical boiler, 18 in. in diameter; 
length of tubes 18 in. and the tubes 
are approximately % in. in diameter; 
the overall height of boiler is 28 in. 
The present pressure gasoline burner 
is 9 in. in diameter but does not hold 
up the steam pressure at peak load 
too well. 

Our customer would like to main- 
tain a steam pressure of 60 lbs. The 
present gasoline consumption is 15 
gals. per 24 hours. Now, what we 
would like to know is, what burner 
to use under this boiler and to be op- 
erated at what pressure. We question 
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the performance of 6- or 8-0z. gas on 
this unit but would be delighted in- 
deed to have your suggestions. 

W. F. K. 
New Mexico 


Many tin shop boilers have been converted 
from oil and gasoline to butane operation. 

There is no reason that 6-to-8-oz. pressures 
in the burners will not be satisfactory as 
long as the proper size burner is installed. 

We refer you to the Ransome Co., Emery- 
ville, Calif., The Barber Gas Burner Co., 3704 
Superior Ave., Cleveland, Ohio, and the Mu- 
tual Liquid Gas Co., 13805 Imperial Ave., 
Inglewood, Calif., who make conversion burn- 
ers for this: type of work. 

Care should be taken to set the burner so 
there is no flame impingement in the tube 
skirt but high enough to get the best effi- 
ciency from the skirt flame.—Ed. 


Gentlemen: 


Will you please be so kind as to 
send me information regarding the 
care of a freeze (or burn) from the 
exposure of tissue to butane or pro- 
pane. 

What difference do you make in the 
care of a burn seen immediately, and 
one seen two weeks or months after- 
ward. Is there something one can use 
to draw this out of the tissues? 

L. H. O. 
Kansas 


We are told that if one is subjected to 
[P-Gas freezing, the treatment is the same 
as any other freeze treatment following ex- 
posure to “dry-ice”’ or to frost-bite. If, in the 
event the burns are caused by LP-Gas flames, 
the treatment is the same as for any other 
flame burn. 

If an old burn manifests itself after a period 
of time, it is probably due to infection set- 
ting’ in, and should be treated as any infec- 
tion is treated. 

In all of these cases physicians would fol- 
low their usual practices in given instances. 


—Ed. 


@ BUTANE-PROPANE News welcomes letters 
from our readers, but it must be understood 
that this magazine does not necessarily con- 
cur in opinions expressed.—Editor. 





Above .. A section of Fisher's Engineering Depcriment. A large staff of experienced, 
graduate engineers are constantly at work on new and improved designs oi Automatic 
Controls. Here intricate control problems are worked cut and equipment designed io 
exactly meet specific requirements. 


Below .. A part of Fisher's modern research laboratory completely equipped with 


medern facilities for every requirement. Actual operating conditions of pressures, temper. 
atures, ilow, etc., can be duplicated. 
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ISHER 
REPORTS 


TO THE 


INDUSTRY! 


Our war-time assignment has been the de 





velopment and manufacture of Automatic 
Control equipment that is required in prac- 
tically every phase of the United Nations 
prosecution of the war In completely fulfilling 
this task, our engineering and research facilities ante : eye” 3 
9 9 Testing a specially designed Fisher Con- 
have been responsible for many new and - 
o ‘i treller. Actual operating performance under 
better Automatic Controllers. These war-time actual operating cenditions is quickly and 


Fisher products are an outgrowth of Fisher's reliably determined. 


peace-time experience and the additional skill 
and experience gained in war-time produc- 
tion is, in turn, providing a broader background 


for better control equipment for the LPG SPEAKING OF NEW 
Industry of the future. THINGS TO COME 


Fisher's Complete Line of LPG Equipment: 


As soon as peace is declared you can look 
forward to a complete line of Fisher LPG 
Control Equipment that will maintain recog 
nized Fisher leadership in the industry New % CYLINDER VALVES 

esiteinas that offer new and better pertonmemee x EQUIPMENT FOR UNDERGROUND 
will be ready without any reconversion delay, 


SYSTEMS 
to supply your complete requirements 


SELF-SERVICE EQUIPMENT 


ACCESSORIES FOR BULK FILLING 
PLANTS, INDUSTRIAL AND UTILITY 


% at a PLANTS AND TANK TRUCKS 
| ed REGULATORS AND REGULATOR 
\ ASSEMBLIES 


GOVERNOR COMPANY si: aici 


955 FISHER BLDG., MARSHALLTOWN, IOWA 
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Never Slight Safety 


By G. L. BRENNAN 


Manager, Liquefied Petroleum Gas Division, 
Warren Petroleum Corporation, Tulsa, Oklahoma 


P REDICTING post-war conditions, developments and 

products is a “hazardous occupation” in any industry but 
particularly in the petroleum industry, and what might be 
guessed at today may prove to be wrong tomorrow. PAW 
Directive 75, effective November 1, 1943, materially affects 
distribution of butanes and may be the forerunner of many 
future changes in the supply situation. 

This is one subject, however, that is with us always, but 
which may be overlooked during these war days:—SAFETY 
in the handling of liquefied petroleum gas. 

Because of difficulties in receiving repair parts, shortage 
of qualified mechanics and service men, and inadequate auto- 
motive equipment, there is a tendency to slight or neglect 
proper maintenance of storage, pumping, truck and cus- 
tomer equipment to the extent that hazards may be 
increased. 

The industry has an enviable safety record which can be 
maintained during this war period if proper efforts are put 
forth; it is even more important now than ever before to 
eliminate all possible accidents. We urge every distributor 
and dealer to put forth special efforts to assure high safety 
standards, particularly by frequent inspection of customer 
fuel equipment and appliances, proper training of operating 
and service men, replacing worn out station and truck acces- 
sories, continued customer safety education. 
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Hire IN THIS MINING operation, metering Ip-gas to 
fuel tanks plays an important part in controlling trucking costs. 
It provides a definite check on engine efficiency and fuel waste 
... makes possible an accurate accounting of. gallonage with- 
drawn from the storage tank and delivered to each truck. 

With the ticket printing Red Seal meter, using an individual 
ticket for each truck, the gallonage delivered is registered on 
the card just as a time clock prints a time card. 

It provides a continuous day-to-day record for each truck. 
Accounting is simplified, misunderstandings eliminated, any 
waste of fuel brought to light, and engine performance or 
leakage of lines checked. 

Neptune representatives are thoroughly familiar with this 
type of lp-gas metering and will gladly put their experience at 


your disposal. Simply write or phone our nearest sales office. 


One of the fleet of Sentry Coal Mining 
Company trucks being fueled from the 
Company's storage. 


NEPTUNE METER COMPANY 
Main Office: 50 West Oth Street, New 
York 20. Branch Offices at Atlanta, Boston, 
Chicago, Dallas, Denver, Kansas City (Mo), 
Los Angeles, Louisville, Philadelphia, Por 
land (Ore.), San Francisco, and Long 
Ont., Canada. 


NEPTUNE et hl. wat 
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MAINLY BEYOND THE MAINS 









By ELLIOTT TAYLOR, Washington Editor 


Publicity 

That genial and versatile ma- 
gician of the sales promot’on 
game, Carl Sorby, has whisked 
another rabbit out of his hat in 
the way of a pulicity campaign 
proposed for the LP-Gas indus- 
try. and this time we believe he 
and his committee have produced 
a plan that merits the sunport 
of the entire industry on at least 
a year’s trial basis. 

Over the years we have lis- 
tened in on various executive de- 
liberations, committee confer- 
ences and rum table discussions 
in and out of LP-Gas conven- 
tions. in which the main burden 
of the song has always been 
“what is wrong with the indus- 
try is...” followed by various 
synonyms for dead from the belt 
both ways. And it has always 
been a matter of amazement and 
wonder to us to observe that in 
spite of this glaring handicap, 
and not withstanding the low 
esteem in which its practitioners 
pretend to hold their endeavors, 
LP-Gas has gone ahead at a pace 
that has been nothing short of 
phenomenal. 

But encouraged though we 
well may be by the record to 
date, we are heartily in accord 
with these advertising minded 
men in the industry who have 
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repeatedly issued the warning 
that past performance cannot 
be taken as a guarantee of fu- 
ture progress, and that a good 
bit of the industry’s success to 
date has been based on skim- 
ming the cream from the top of 
the market, and on selling fuel 
at prices in many areas that 
came close to being give-away 
rates. For many years the elec- 
trical competition regarded the 
gas aS merely a m‘nor nuisance, 
and its advancement was op- 
posed only to the extent of an 
occasional surly slander that 
made little or no impression on 
the general public. But now the 
organized voice of the electrical 
industry is being raised against 
all competing fuels, and elec- 
trical men are well aware that 
LP-Gas is the greatest single 
threat that stands in the way of 
their advancement into the rural 
domestic cooking, water heating 
and refrigeration fields. 


And refiners who a few years 
ago were willing to unload their 
excess butane and propane at 
any prices that would insure 
their being handled away from 
the plants, now find that they 
have in these gases a valuable 
major product that must com- 
mand an economic price on the 
markets of tomorrow. 

Sober realists are now coming 
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to the conclusion that exploiting 
the markets of postwar America 
won’t be quite as much like 
shooting fish in a bathtub as was 
once anticipated, and the cus- 
tomers won’t just line up with 
their big, innocent eyes closed 
tight and money in both fists, 
fighting to get hold of any mer- 
chandise or any service that is 
offered for sale. It is true that 
there should be plenty of pur- 
chasing power and plenty of 
back log of unfilled demand. but 
the buying public hav ng been 
stung on all the various Victory 
models of everything that they 
now have to be satisfied with, 
will be educated by sad experi- 
ence into becoming critical and 
discriminating purchasers. 

That the presently proposed 
publicity campaign will be any- 
thing more than an appetizer in 
the promotion field we doubt. 
After all, the prospectus outlin- 
ing the campaign sets up a fund 
of only $35,000, which is very 
small potatoes, indeed, to invade 
a field where electricity and elec- 
trical equipment is estimated 
now to be spend’ng from three 
to five million dollars in national 
advertising, alone. If all of the 
factors interested in the exten- 
sion of LP-Gas usage contribute 
to the campaign in the amounts 
that are to be requested, the 
fund should reach en excess of 
$70,000, which would be a fair 
start, and no more, toward the 
goal of at least a half-million 
that would be required to do 
even as limited a job as that 
now being carried on by the 
American Gas Association. 
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We believe that to make this 
effort—the first integrated plap 
of its kind ever to be undertaken 
by the industry —a success jt 
must be a matter of immediate 
personal concern to every factor 
in the industry, from refiners 
down to the smallest dealers. We 
believe that the entire industry 
should be kept constantly in- 
formed of the progress of the 
campaign through the medium 
of period reports sent out at fre. 
quent intervals; and we be 
lieve that unremitting pressure 
should be maintained to see that 
every member of the industry 
contributes both his financial 
support and his own ideas and 
suggestions toward making the 
trial flight into the national pub. 
licity realm a truly successful 
excursion. 


Tank Cars 


The diversion of approximately 
five per cent of the tank cars 
from the service of butane and 
propane to more immediately 
vital requirements of the war 
effort is looked on in Washing: 
ton as a temporary expedient 
that may last for anywhere from 
30 to 90 days. But some refiners 
are already falling behind on 
their delivery schedules, and 
there is in prospect a grave dal- 
ger that some shortages may be 
encountered as a result of the 
lack of ‘sufficient tank car ¢& 
pacity for the winter peaks that 
will soon be encountered. 

While deputy administrator 
Davies of PAW-has stated cate 
gorically that directive 75 issued 
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in October is not intended to di- 
yert any normal butane into the 
manufacture of war products, 
end was aimed only at capturing 
the entire butylene and isobu- 
tane output for these purposes, 
it wll still have an effect on the 
delivery of normal butane into 
the regular markets. Producing 
plants that are not now equipped 
to extract the full iso and buty- 
lene content of their LP-Gas out- 
put may be required to ship 
their product to other plants 
where these compcnents can be 
removed before sending the bu- 
tone into the market. While this 
should have little effect on the 
quantity of butane available, it 
will probably have the effect of 
tying up some additional pres- 
sure cars, aggravating the al- 
ready strained transportation 
situation. 

We can assure the industry 
that the LP-Gas section of the 
PAW is keeping in close touch 
with the situation, and that it 
can be relied on to insist that not 
asingle car is diverted unless it 
isa matter of absolute necess’ty. 
Whether there is now any pros- 
pect that the cars remaining in 
service can be utilized more ef- 
ficiently than they are at present 
isa moot question. But certainly 
dur‘ng the next 60 days it is in- 
cumbant upon every shipper and 
every receiver to fill and unload 
immediately to the end that even 
a slight decrease in turnaround 
time may still be accomplished. 

A few natural gasoline cars 
are now being converted for 
carrying butane, end when these 
are put into service high pres- 
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sure cars suitable for propane 
should be used only for propane. 
Only the most exacting and ex- 
ped'tious use of the rolling stock 
available will tide the industry 
over the critical, cold days of De- 
cember and January. 


Prices 


Several price increases have 
been allowed by OPA on butane 
sold in widely separated areas of 
the nation, which leads us to be- 
lieve that OPA would consider 
on their merits other cases that 
might be presented by the indus- 
try where wartime conditions 
could be shown to be responsible 
for unprofitable operations un- 
der present price ceilings. In one 
territory prices were raised to 
bring them in line with those 
prevailing in surrounding coun- 
ties. according to an informant 
in the OPA, while several com- 
panies in another state were 
granted increases to compensate 
them for hav ng to go a greater 
distance for their supplies. 

Certainly it is not the practice 
of OPA to invite wholesale re- 
quests for upward revisions of 
prices on any of the thousands 
of commodities under its juris- 
diction, but the office has shown 
a dispositicn to give intelligent 
and understanding treatment to 
L.P-Gas operators who have been 
hit by rising costs; and we rec- 
ommend that anyone in the in- 
dustry who feels that he can 
make out a convincing case for 
relief from his present ceiling 
prices should petition for that 
relief now. 
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Keep Cylinders At Work 


That’s How Chicago Firm Has Met Indus. 
trial Demand With Limited Equipment 


By LESLIE V. SKOW 
Vice President, Kay Gases Co., Chicago 


HE demand for liquefied pe- 

troleum gases, has expanded 
tremendously due to the hundreds 
of new war plants, old plants: re- 
quiring gas service not heretofore 
served, and to the many new uses to 
which this type of gas has been put. 
It has been necessary to meet this 
demand in the face of all the re- 
strictions placed on acquiring new 
equipment, new cylinders and addi- 
tional facilities for handling larger 
volumes than heretofore. Also, the 
various war housing projects, re- 
quiring cylinder installations by the 
dozens and in some cases, by the 
hundreds, created a situation, that, 


The 80-cylinder manifold installed by Kay Gases Co., of Chicago, to furnish 


on the face of it, looked impossible 
to meet. 

As the demand for LP-Gas start. 
ed to rise rapidly, the supply of 
available equipment diminished at 
a faster pace. Then, also, it be- 
came next to impossible to acquire 
additional equipment, due to re 
striction placed upon us_ from 
Washington. 

The usual practice, when one can’t 
get what is wanted or needed, is 
to get along someway without it. 
So we started checking up on our- 
selves, checking to see that we were 
making full use of present means, 
seeing that all our manpower, 
brains and material equipment were 
actually functioning at full capac 
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ity. No idle equipment, no idle or 
wasted efforts. We were astonished 
at the results attained. Elimination 
of dual cylinder installation at all 
domestic stops, cancellation of sea- 
sonal contracts, providing smaller 
containers for slow accounts. These 
were some of the methods used to 
see that all of our equipment was 
working all the time. 

By these means, and several oth- 
ers, We are now moving a larger 
gas load, per cylinder unit, than 
ever before. And this fact keeps 
ever increasing each month. 

Many of these new war indus- 
tries were constructed beyond the 
limits served by public utility gas 
mains and it was necessary to pro- 
vide them with fuel for operation 
of a multitude of different type ma- 
chines. Other plants were forced 
to acquire standby facilities in or- 
der to insure the fuel supply neces- 
sary for operation of their equip- 
ment, such as furnaces for harden- 
ing purposes, carburizing furnaces, 
flame cutting operations, and count- 
Illinois 


a factory in northern 





yews 
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with LP-Gas_ for 





less other uses. Some were fur- 
nished complete storage facilities of 
tank car capacity. Others, with low- 
er requirements, were equipped 
with cylinder manifold installations 
of anywhere from 10 to 160 cylin- 
ders. Consumption at some of these 
ran as high as 60 100-lb. cylinders 
a day. 

The needs of many of these 
plants was so urgent that to wait 
for construction of suitable storage 
facilities would hold up production 
schedules. It was hard to sell them 
on the idea of a cylinder manifold 
system in place of huge storage 
tanks; however, when we mentioned 
the delivery schedules we could 
make on cylinder installations, the 
saving of much critical material and 
less financial investment for the 
buyer, we had no difficulty in ob- 
taining permission from their en- 
gineers for this type installation. 

The photograph across these 
pages illustrates such an installa- 
tion. In this case we were able to 
deliver the equipment within a mat- 


industrial purposes. 














ter of days from the time the or- 
ders were received. This plant was 
completely installed in seven hours, 
with three men. 
Twenty-one 
man-hours of la- 
bor. And this 
was accom- 
pished on a day 
when the tem- 
perature was 
never higher 
than 10° below 
zero. 

This installa- 
tion is in a war 
plant in north- 
ern Illinois which makes airplane 
landing mats, shell cases and other 
war goods. It consists of 80 cylin- 
ders, two banks of 40 each. You 
will notice all cylinders are con- 
nected to the manifold, which runs 
horizontally along the back wall, 
by standard cylinder pigtails. 

Full cylinder pressure is main- 
tained in the manifold up to the 
bank of Rego automatic throwover 
regulators which provide for un- 
interrupted service at all times. In 
this system, 40 cylinders are in 
service and 40 in reserve. A gage 
provided with the installation read- 
ily shows whether operation is from 
service side or if reserve fuel is 
being used. When the pressure 
drops below 15 lbs. in the service 
side, the regulators automatically, 
and without interruption to the flow 
of fuel, place the reserve bank of 
40 cylinders in operation. The fuel 
line entering the plant carries the 
gas at 15 lbs. pressure up to each 
consuming furnace or appliance, 
where, by use of regulators at each 





L. V. SKOW 
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furnace the pressure is reduced to 
11-in. water column. This system 
is fool-proof, requires no attention, 
other than replacement of empty 
cylinders, and, does not require 
trained personnel to operate. It js 
capable of delivering 3,500,000 
Btu.’s per hour, 24 hours per day, 
seven days per week. 

We have never had to service this 
or any other of our industrial in. 
stallations from the day they were 
placed in operation, other than sup- 
plying the gas they required and 
periodically inspecting the complete 
system as a safety measure. They 
have never failed to perform up to 
the full capacity as designed. 

When the war is over, these man- 
ifold systems can be quickly dis- 
mantled if the plants no longer have 
use for them, and practically all of 
the equipment can be utilized at 
once in other fields. 

It has been a difficult matter to 
employ our limited cylinder reserve 
in such manner that we could un- 
dertake many cylinder installations 
of this type. However, by seeing 
that all cylinders work everyday of 
the year, and maintaining the most 
rigid and efficient delivery sched- 
ules we could possibly work out, 
we have managed well, so far. 

Manpower is another problem 
confronting us, and as long as we 
are in the war, this will continue 
to be a major issue. By the com 
plete utilization of all our re 
sources, ‘and that means brains 4s 
well as brawn, by working harder, 
longer and more efficiently, this 
problem can be largely overcome. 

Anyway, when the war is ove 
we will have learned ways to do 
things we never thought possible. 
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LP-Gas Meets Emergency When 





Explosion Cripples City Plant 


IQUEFIED petroleum gas has 
again demonstrated its impor- 
tance and flexibility, this time in 
eming to the rescue of hospital 
mtients, public institutions, war 
industries and private families 
when the supply of regular fuel, 
manufactured gas, was cut off as 
the result of a disastrous explosion 
which wrecked the gas plant at 

faston, Pa., on Oct. 24. 

The explosion, believed to have 
weurred in an auxiliary gas tank, 
killed two employes, injured 35 
ther employes and residents, and 
sriously damaged property for 
three blocks in every direction in 
addition to destroying plant build- 
ings and seriously damaging ma- 
chinery. The loss will likely total 
several hundred thousand dollars. 

Fortunately for many institu- 
tions and homes, LP-Gas dealers, 
leated in the territory or nearby, 
brought all their resources and fa- 
tilities into action, making instal- 
lations of vital need all over the 
tity. Two of these firms have writ- 
ten BUTANE-PROPANE News of the 
farts they bore in the emergency 
and these accounts follow. 

The first is by B. V. Leigh, presi- 
dent of Stotz Brothers Co., located 
in Easton, who says: 

“On Sunday morning, Oct. 24, at a 
little after 5:00 a.m., a container at 
the gas plant of the Metropolitan Edi- 
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son Co., Easton, Pa., blew up and that 
with the ensuing fire put the plant 
out of commission with the result that 
the entire area, served through ap- 
proximately 18,009 meters, was with- 
out gas service. This condition lasted 
almost two weeks before the company 
was able to turn on the gas again. 


“Easton and the surrounding area 
is largely industrialized and many 
plants are on direct war work. 


“For some years we have been dis- 
tributors of Carbide and Carbon Chem- 
ical Corp.’s ‘Pyrofax’ bottled gas, in 
addition to our plumbing, heating and 
appliance business. 


“We realized that we would be 
called on for bottled gas to keep many 
necessary plants and institutions oper- 
ating. Early Sunday morning we were 
able to get in tcuch with the officials 
of Carbide and Carbon Chemicals 
Corp. and explained the situation to 
them. The utmost cooperation was 
immediate'y given. Additional regu- 
lating equipment was rounded up and 
this and additional cylinders were soon 
moving in. By early Sunday after- 
noon several of the Carbide and Car- 
bon Chemicals Corp.’s service engi- 
neers arrived. 


“We have about 15 men working in 
our plumbing and heating department 
and carry a good stcck of pipe and 
fittings. 

“Our entire organization was im- 
mediately put on the job of making 
the necessary emergency installations 
to keep industrial plants and institu- 
ticns functioning. For the entire week, 
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practically nothing else was done. 

“Many installations were made by 
us, ranging from a simple one-cylinder 
‘hookup to many multiple units. The 
installations ranged from uses such 
as cooking for the 1150 army students 
at Lafayette college to many special- 
ized industrial uses such as lead melt- 
ing pots for monotype and linotype 
machines, heat treating, babbit melt- 
ing pots, cyanide pots, glue pots, lab- 
oratory work, gas pilots, etc. 

“The first installation was made in 
a large bakery to operate gas pilots 
for oil fired ovens before 11:00 a.m. 
Sunday, thereby getting bread to the 
public on time.” 


The Suburban Gas Co., with one 
of its plants at nearby Livingston, 
N. J., also participated actively in 
emergency relief, as is detailed by 
S. J. McLagan, company manager, 
in his account: 





“Metropolitan Edison Co.’s Easton, 
Pa., gas plant was wrecked Oct. 24th 
at 5:05 a.m. by an explosion of yp. 
determined origin. Cities of Easton 
and Nazareth, Pa., also Phillipsburg 
and Washington, N. J., were without 
gas service as a result. About 18,000 
meters were out. 


“Our company first heard of the 
blast at 9 a.m. Our nearest filling 
plant is at Belvidere, N. J., 12 miles 
frem Easton. 


“At 11 a.m. we had contacted off- 
cials of Metropolitan Edison Co, at 
Easton and found that they would not 
in any way concern themselves with 
arrangements for emergency service, 
Each request for service would be a 
problem between the consumer and the 
supplier of whatever fuel was avail- 
able. 

“We had propane service on hos- 
pitals and the children’s home before 
5 p.m. 





The wreckage that resulted when the manufactured gas plant of 

the Metropolitan Edison Co. exploded at Easton, Pa., on Oct. 24. 

Propane stepped in as an emergency fuel to prevent suffering 
and to allow industries to operate. 
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“Within the next 48 hours a num- 
ber of defense plants were hooked up. 
Propane service continued until Nov. 
15, when city gas was restored. 

“Highlights of the emergency were 
that no defense plant in the area was 
forced to shut down because of dis- 
aster. Homes and hospitals cperated 
normally. U. S. army in Lafayette 
college fed army personnel. All this 
on propane emergency service. Not 
one failure or damage of any sort 
reported in use of emergency fuel. 

“Briefly, that is our part of the 
story. Our men worked through Sun- 
day night and well into Monday night 
to get service onto vital plants. We 
wish to point out that the men in our 
service department are the ones to 
receive credit for a job well done un- 
der great pressure.” 

Among the many important in- 
stitutions which were only able to 
continue operations because of the 
successful installations of propane 
were the Easton Hospital; the War- 
ren hospital in Phillipsburg, N. J.; 
the Betts hospital in Easton and 
the Easton Daily Express. J. L. 
Stackhouse, business manager of 
the Express, states that his paper 
was able to operate 100% with use 
of bottled gas for heating typeset- 
ting machines and borrowed elec- 
tric elements for stereotype and re- 
melt pots, and that they were 
equipped to use bottled gas on the 
main stereotype pot if the electric 
heat should fail. 

Easton is a city of nearly 34,000 
but the gas company serves an 
area of 75,000 residents, 

The Metropolitan Edison Co. has 
operated the Easton plant for 75 
years. This is the first serious acci- 
dent that has occurred and the first 
time the fires have gone out. 
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LPGA Advertising Committee 
Proposes Publicity Campaign 


The advertising and sales promotion 
committee of the LPGA, of which £. 
Carl Sorby, vice president of the Geo. 
D. Roper Corp., is 
chairman, is pre- 
paring to launch 
a national public- 
ity campaign to 
better acquaint 
the public with 
the virtues of 
liquefied petrole- 
um gas —its in- 
numerable appli- 
cations to domes- 
tic, industrial, 
commercial and 
agricultural 
needs. 

The plan is to raise a fund of $35,- 
000 which is expected to be sufficient 
to maintain an aggressive program 
for the first year. Stories and photo- 
graphs showing the economy and serv- 
icability of the fuel will be placed in 
newspapers and magazines through- 
out the country, slanted to create in- 
terest in the public mind and to off-set 
in large measure the effects of the 
electric industry to corral the rural 
market. 

Interested members of the industry 
should send information and sugges- 
tions to Mr. Sorby in Rockford, IIl., 
in care of the Geo. D. Roper, Corp. 


E. CARL SORBY 


Tank Trucks Not Included 
In New Operations Limits 


Operations of tank trucks are not 
included in the recent action of the 
Office of Defense Transporaation pro- 
hibiting truck operators from inaug- 
urating new operations or extending 
present ones, the ODT has announced. 


The ODT’s recent action was taken 
by amendment to General Orders 3, 6 
and 17. 
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Straight Talk 





That’s What LPGA Section Gets When 
Told What’s Ahead in Manpower, In 
dustry Orders, Fuel Price and Supply, 
Transportation and Postwar Outlook 


— serious and numer- 
ous the problems that now face 
liquefied petroleum gas men and 
other industries of the country, 
they may be considered of second 
importance to those which will con- 
front every branch of business ac- 
tivity after the war. Such is the 
only possible conclusion that could 
be drawn from the principal ad- 
dress made to members of the Pa- 
cific Coast Section, LPGA, at its 
annual fall meeting Nov. 12 in Los 
Angeles, by Ralph Pryne, of Pryne 
& Co., Inc. The title of his talk, 
commonplace enough these days, 
was “Postwar Industrial Planning’”’, 
but there was nothing ordinary 
about the picture he painted of 
what peace will bring to this coun- 
try if leaders of thought and action 
do not have prepared in time a 
workable plan to bridge the busi- 
ness dangers that will face us all 
when ten or eleven million men come 
tramping home from war to take 
up where they left off when Hitler 
turned the world wrong-side-out. 

Mr. Pryne foresees a postwar de- 
mand for one and a quarter billion 
units of household appliances, but 
he warned dealers and consumers 
not to look for new models during 
at least the first year. 
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Details of his talk will be found 
in a special article beginning on 
Page 35 of this issue of BUTANE 
PROPANE News. 

“With peace we will not retum 
to business and life as it was ip 
this country”, stated Mr. Pryne, 
There has been too much of 4 
world upheaval for that, he believes, 
The great group dislocations ip 
population as men and women have 
flocked to the big production cen- 
ters; the number of women now en- 
gaged in vital industrial jobs, fre 
quently doing better work than 
men can; the impending cancella- 
tion of billions of dollars worth of 
Government contracts; the retool- 
ing problems of factories; exces- 
sive taxation; the sudden termina 
tion of work for millions now here, 
nlus the millions of returning sol- 
diers, everyone of whom left home 
with the expectation of coming back 
to his former position—these are 
a few of the problems the country 
faces. 


Constructive Steps to Take 


There are partial answers opel 
to the nation if business foresight 
and government cooperation are 
brought to bear upon the problems, 
Mr. Pryne said. Among the col- 


BUTANE-PROPANE News 








. 


ound 
y on 


turn 
is in 
ryne, 
of a 
eves, 
s in 
have 
cen- 
N el- 
fre- 
than 
-ella- 
th of 
tool- 
XCeS- 
nina- 
here, 
’ s0l- 
home 
back 
are 
intry 


open 
sight 
are 
lems, 
con- 


ews 














* 


L. C. Roney, L. C. Roney, Inc., Les Angeles, newly elected chairman of the Pacific 

Coast Section; J. Warren McMillan, Jr., American Pipe & Steel Corp., Alhambra, Calif. ; 

N. H. Wulff, Shell Oil Co., Inc., San Francisco; P. S. Magruder, General Petroleum 
Corp., Los Angeles, and R. S. Tulin, Shell Oil Co., Inc., Los Angeles. 


structive steps that he believes 
should be taken with war’s end, and 
as long before as possible, are: 
Elimination of existing restrictions. 
Reduction of taxes. 
The opportunity for free enterprise. 
The sensible disposal of vast 


amounts of government goods and 
machinery. 


The quick removal of war equip- 
ment in industrial plants so that there 
may be an orderly and rapid conver- 
sion to peace-time industry. 

The establishment by individual 
firms, industrial groups and the gov- 
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ernment of planning committees which 
will study all factors and weigh all 
facts in the formation of procedures 
that will most nearly meet the needs 
of the country and individuals, as a 
whole. 

Just one vote represented the 
margin by which L. C. Roney, of L. 
C. Roney, Inc., Los Angeles, was 
elected to the chairmanship of the 
Pacific Coast Section over F. O. 
Olmstead, of the Placer Gas Co., 
Auburn. His term of office begins 
with the new year, succeeding W. T. 
Joplin of the Butane Corp., Phoe- 
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nix, Ariz., who has directed Sec- troleum Administration for War jn 
tional affairs for nearly two years. District 5, which will present to 
— Washington the needs and prob. 
That Mr. Joplin’s leadership and lems of LP-Gas men in five west 
his loyalty to association affairs 
setlapnss : ern states. 

has been recognized and appreci- F Ae as t 
ated was evidenced by the ac- a a Fae, re of 
the Section, was also praised for 


clamation of approval by members : : 
when Harry I. Horn, Anaheim, the fine job he has done in office, 


introduced a verbal resolution of Proposed changes in the by-laws 
regard and commendation. of the LPGA as relating to the 
method of electing officers and di- 

Although Mr. Joplin releases di- rectors was considerably discussed, 
rect leadership of the Association Louis Abramson, Jr., national pregi- 
in the West, he remains on the in- dent, has already appointed see. 
dustry advisory committee of Pe- tional committees to make recom- 
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There are generally enough women at Pacific Coast Section meetings to show that the 
industry has its feminine side. Here are Iva D. Platz, of Atascddero (left) and Gussie 
Spears, of Bakersfield, Calif., the former flanked by J. B. Hill, American Liquid Gas 
Corp., and the latter by A. A. Bewley, California Butane Co., both of Los Angeles. 
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Joe Morgagni, Advance Division, Superior Tank & Construction Co., Los Angeles; Kurt 

W. Rose, Superior Valve & Fittings Co., Los Angeles; Don H. Slocum, Multnomah Fuel 

Co., Portland, Ore.; Nat Bellando, Garden City Butane Co., Santa Maria, Calif., and 

Walter A. Buehler, Buehler Tank & Welding Works, Los Angeles, program chairman 
for the Nov. 12 convention. 


mendations to the executive board 
when it meets in Chicago December 
12-13. Pacific Coast Sectional com- 
mitteemen are W. T. Joplin, chair- 
man; D. D. Purrington, C. M. Am- 
brose, Harry I. Horn, and Don 
West. Members are urged to pre- 
sent plans and ideas. 

Agreement has already been ten- 
tatively reached by LPGA direc- 
tors, it was announced, that Sec- 
tional divisions should be increased 
to seven, three more than now exist, 
to permit division of large terri- 
tories such as the Pacific Coast 
Section. Oregon, Washington and 
western Idaho will probably con- 
stitute one such section. 

Some discussion from the floor 
by L. C. Roney, A. N. Kerr, Joe 
Fagan, and Walter I. Thrall cov- 
ered contrasting ideas of proposed 
changes in association affairs and 
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of the importance of stringent 
safety laws. 

The program, outstanding for its 
informative talks by men in high 
positions, was arranged by W. A. 
Buehler of the Buehler Tank & 
Welding Works, Los Angeles. ; 

The meeting was a full day’s 
affair and, in addition to postwar 
problems, was addressed upon sev- 
eral vital industry topics, the first 
of which was the present man- 
power situation on the Coast as 
related to the Selective Service 
Act. This was handled by Major 
Geo. T. Garnett who informed 
members that because the Pacific 
Coast was a critical production area 
and men are urgently needed in 
their essential occupations, there 
would possibly be up to a 50% de- 
crease in the number of men taken 
out of industry. He urged owners 
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of business firms to submit their 
personnel qualifications. 

Chas. Reichert explained the pro- 
visions of the new order P-98-e 
which, in its creation, gave the 
LP-Gas industry a special recourse 
for many of its consumer needs. 

P. S. Magruder, chairman of 
PAW’s District 5 committee, heart- 
ened the members by telling them 
they need fear no sudden removal 
of butane, regardless of refining 
and synthetic rubber needs, for the 
PAW has given assurance that 
users depending upon butane for 
domestic and power needs would 
have full consideration and that no 
drastic acts were pending. Already, 
conversions and expected conver- 
sions to propane by some large 
institutions has eased the situation. 

The afternoon session was opened 
by Mr. Joplin’s talkk entitled 
“Prices,” an elaboration of the sub- 





ject he treated in the November 
issue of BUTANE-PROPANE News, 
(See Page 9) He sketched the hig. 
tory of the butane industry from 
the time the fuel was a waste 
product at refineries and gasoline 
plants to the present day when it 
has become a premium fuel, in 
high demand for many vital war 
and homefront uses. : 

Whereas, butane was once sold 
by producer and distributor at a 
low price on a competitive basis, 
changed conditions now require 
that it carry a price commensurate 
with its true worth, Mr. Joplin 
stated, adding that he believes in 
the correction of existing price 
ceilings would come the solution to 
many industry problems — from 
supplying shortages to economic 
stabilization of individual busi- 
nesses, and alway with the cost in- 
creases passed on to the consumers. 





Al Guenther, Utility Fan Co., Los Angeles; Joseph S. Fagan, Mutual Liquid Gas Co, 

__ Inglewood, Calif.; Ernest, Fannin, Fannin Gas & Equipment Co., Phoenix, Ariz.; George 

Brereton, California Butane Co., and Ralph Beisner, Superior Tank’ & Construction Co. 
both of Los Angeles. é 
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Philip Koch, Imperial Gas Co., Los Angeles (extreme right), braves an united foursome 
from the House of Petrolane, Long Beach, who line up (left to right): Ed. D. Davies, 
Chas. E. McCartney, George Watson, and P. E. Foote. 


Further, that it is up to industry 
members to act in unison and 
through the LPGA to induce price 
raises through the OPA for it is 
too large a task to be accomplished 
by individual effort. He reminded 
the audience that the industry is 
paying the same prices for butane 
now that it did eight years ago, 
and in most cases selling on a pro- 
portionate margin, although pro- 
duction and distribution costs have 
advanced tremendously. 

David P. Vienna, transportation 
specialist for ODT, gave some re- 
vealing figures compiled by the 
Office of Defense Transportation, 
showing how rapidly the nation’s 
transportation facilities were being 
reduced by failure of trucks, the 
difficulties of getting needed repair 
parts and the comparatively trivial 
replacement through new trucks. 
He stated that while at the war’s 
opening there were 5,250,000 trucks 
in operating condition, there were 
now but 4,260,000 and that the 
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100,000 new trucks to be manufac- 
tured under present schedules rep- 
resented a bare 3% of the current 
requirements. He warned western 
members that as the war against 
Japan developed the transportation 
situation on the Pacific Coast would 
grow steadily more acute. 

Kenyon L. Reynolds, PAW direc- 
tor of District 5, discussing the 
relationship between his office and 
LP-Gas, told how the industry, 
once considered an orphan and hav- 
ing limited recognition, now is 
under the arm of PAW and re- 
ceiving consideration in justice to 
its importance. He emphasized the 
need for butane users to change 
over to propane whenever higher 
pressure vessels can be obtained 
and told how one army camp’s 
switch to propane had saved enough 
butane to supply the needs of 2000 
farmers, and reemphasized Mr. Ma- 
gruder’s assurance of sufficient sup- 
ply for essential demands. 


25 











THE BOTTLED GAS MANUAL 


Chapter 22 
Part 2 


e@ Part I of Chapter 22 of the Bottled Gas 
Manual appeared in the November issue of 
Butane-Propane News, Page 19. Questions 
and answers for both parts are given this 
month. The author is C. C. Turner. 

—Editor. 


Auxiliary Gas Lights. A certain 
chain store was enjoying an un- 
usually large volume of Christmas 
business. It was evening, the store 
was crowded, and the holiday spirit 
was enhanced by a great number 
of Christmas decorative lights. The 
load was too much for the fuses, 
and suddenly the store was plunged 
in darkness. Pandemonium reigned. 
When light was restored several 
people had been injured in the 
panic, and about $400 worth of 
merchandise was missing. In a few 
days the store keeper was faced by 
suits for injuries which totalled 
over $100,000. Because he had 
failed to think of what might hap- 
pen he was faced with bankruptcy. 

An obscure bottled gas service 
man in a small town capitalized on 
this happening, and soon the chain 
stores in that area were having in- 
stalled emergency gas lights. These 
first installations were crude. To 
be sure they had a pilot light which 
was in continuous operation, but 
each light did not come on until an 
employee turned a valve, and there 
remained the possibility that an 


employee might not be handy when . 


the emergency occurred. It was 
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Gas Lighting 


then that somebody thought of hay- 
ing one of the major instrument 
control manufacturers make an 
electric solenoid valve which oper- 
ated in reverse. By this I mean 
that the valve opened instead of 
closed when the electric current 
failed. The result was an automa- 
tic emergency gas lighting system 
such as is illustrated in Fig. 7. 

Close study of this system brings 
out two facts: 


1. One solenoid valve of this 
type can control one or 100 
emergency gas lights. 


2. The installation is relatively 
expensive in proportion to the 
gas load involved. 


Let us suppose that the pilot 
light is turned: down so as to be 
drawing only 125 B.t.u. per hour. 
(This is entirely possible, although 
300 will be found to be nearer the 
average.) It will take approximate- 
ly seven days for the pilot to con- 
sume 1 lb. of gas. If a dozen or 
more lights were installed this 
wouldn’t be so bad, but people hav- 
ing systems of this type installed 
are disposed to use as few lights 
as possible, and for this reason 
from an economic standpoint the 
installation must be made to stand 
on its own feet by including: the 
cost of cylinders and regulating 
equipment as well as all other ex- 
penses pertaining to the installation 
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FIGUHE 7. SHOWING AUTOMATIC EMERGENCY GAS LIGHTING IN CONNECTION WITH AW 
ELECTRIC LIGHTING SYSTEM. 
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Armature and poppet type gas valve are made integral. Failure of electric 
current causes the armature to drop thereby opening the main gas valve and 
allowing gas to flow to mantle gas lights providing that pilots are in opera- 
tione Thermocouple unit prevents flow of gas to gas light in case of pilot 
failure. Note that separate gas lines mst be run for the pilots and the 

gas lights. Another safety feature may be included by adding a thermocouple 
unit on each pilot light, but unless the space to be lighted is very small 
and confined this is not considered necessary, as the flow to the pilot 
lights does not exceed 500 BTV per hour. 
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in the initial cost to the purchaser. comparative costs and which we 
Systems of this type have a_ will consider later. 
great advertising value, and the One might stand aghast at such 
profit on the. installation can be figures if he were to take them 
made very much worth while if all only at their face value, but sey. 
costs are included. eral factors enter into the picture 
The Relative Cost of Gas Lights. to mitigate these economic condi. 
The conventional mantle gas light tions. It might be well to list them, 
such as is used in domestic instal- 1. The electric light must be 


lations is of approximately 60 can- 
dlepower and draws about 1837 
B.t.u. per hour. This is approxi- 
mately 30.6 B.t.u. per candlepower 
per hour. A 60-watt bulb is of ap- 
proximately 66.36 candlepower and 
draws 204.72 B.t.u. per hour or 
3.08 B.t.u. per candlepower. It is 
obvious that in the lighting field 
the cost of gas per B.t.u. must be 
about 1/10th that of electricity on 
a break-even basis. Table 5 gives 
the break-even prices of electricity 
and propane in gas lighting con- 
sidered from this angle only and 
without giving any consideration 


“on” or “off”. Fully 50% of 
the time the entire brilliancy 
of a light is not desired. The 
gas light can be turned down 
with a consequent saving in 
energy. The electric light 
cannot be progressively con- 
trolled with any saving of en- 
ergy. 


. Gas lines, fixtures, and valves 


rarely if ever require any re- 
pairs or replacements other 
than mantles which corre- 
spond to electric light bulbs. 
Electric switches and fixtures 
require much more frequent 
service. 











to other factors which enter into 3. Energy used in electric light- 





TABLE 5. APPROXIMATE BREAK-EVEN PRICES OF ELECTRICITY 
AND PROPANE IN LIGHTING SERVICE. 


The Comparative The Comparative 
If Net Electric Price of Propane If Net Electric Price of Propane 
Bill for Lighting per Pound for Bill for Lighting per Pound for 





Is Cents per Lighting Is Cents per Lighting 

Kilowatt Hour Would Be Kilowatt Hour Would Be 
le 0.634c llc 6.974c¢ 
2 1.234 12 7.608 
3 1.902 13 8.242 
4 2.536 14 8.876 
5 8.17 15 9.510 
6 3.804 a 10.144 
7 4.438 17 10.778 
8 5.072 18 11.412 
9 5.706 19 12.046 
10 6.34 12.680 
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TABLE 6. COST PER HOUR OF OPERATING THE AVERAGE 
60 CANDLEPOWER GAS LIGHT AT ITS FULL CAPACITY. 
If Propane The Cost per Hour of If Propane The Cost per Hour of 
Sells for Operating a 60 Can- Sells for Operating a 60 Can- 
Cents dlepower Gas Mantle Cents dlepower Gas Mantle 
per Pound Light Will Be per Pound Light Will Be 
1.0¢ 0.084919¢ 6.5¢ 0.551973¢ 
1.5 0.127378 7.0 0.594433 
2.0 0.169838 1.5 0.636892 
2.5 0.212297 8.0 0.679352 
3.0 0.254757 8.5 0.721811 
3.5 0.297216 9.0 0.764271 
4.0 0.339676 9.5 0.806730 
4.5 0.382135 10.0 0.84919 
5.0 0.424595 10.5 0.891649 
5.5 0.467054 11.0 0.976568 
6.0 0.509514 11.5 0.976568 
12.0 1.019028 
ing (by the admission of the where electric lights are unobtain- 
electric power people) comes able or the cost of their installa- 


in the first and higher price tion is prohibitive. 
brackets. Gas lighting is usu- 


ally an auxiliary service, b2- Actual Cost of Operating Gas 


ing added after other appli- Mantle Lights. I have previously 
ances are installed, and there- said that the average propane gas 
fore gas used for it falls in mantle light such as is used in 
the lower price gas brackets. homes or offices gives 60 candle- 
4. When all installation costs power and consumes 1837 B.t.u. per 
are considered the initial ex- hour. Table 6 has been computed 
pense of installing gas lights on this basis and is offered to help 
is substantially less than that you in answering the certain ques- 
of installing electric lights. tion of the customer, “How much 


These facts alter the picture will gas lighting cost me?” 


considerably, and while it is im- Fundamental Characteristics of 
possible to figure their bearing on Mantle Gas Lights. Let us turn to 
relative lighting costs excepting in the sketch of a wall type mantle 
specific cases the actual ratio of gas light as shown in Fig. 8. This 
energy cost per candlepower will is very simple, and it serves to il- 
be found to be more favorable to  lustrate some of the features of all 
gas lights than the preceding table mantle gas lights. It will be noted 
would indicate. Furthermore, let that if the mixing tube were 
us understand that the application straightened and the globe and the 
of gas lights is either to be con- mantle removed we would have 
sidered as being supplemental nothing but a simple bunsen 
where electric lights are already burner. The purpose of the screen 
installed, or as a complete service in the end of the mixing tube is to 
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SKETCH OF A WALL TYPE MANTLE GAS LIGHT, Frome 
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diffuse the gas-air mixture evenly 
over the interior surface of the 
mantle, and also to prevent back- 
flash and burning off from the spud 
when the burner is lighted or 
turned down. This end of the mix- 
ing tube may terminate in a cast- 
ing with several large holes in. it, 
each hole being screened and a 
mantle attached to the casting 
over it. In this case the light be- 
comes a multiple mantle type, and 
is sometimes termed, though in- 
correctly, an are light, due to the 
fact that its appearance and per- 
formance approximates that of an 
electric carbon arc lamp. This type 
of light is used extensively for 
shops, factories, stores, ware- 
houses and assembly halls. 


Service Problems Encountered 
with Mantle Gas Lights. The ma- 
jority of the problems which the 
service man will encounter may be 
classified under the four following 
headings: 


I. Blackening or Sooting of Man- 
tles. This is primarily a case of 
improper combustion, and the 
cause may be any one of the fol- 
lowing reasons. 


A. Too little primary air. The 
remedy is to increase the 
amount of primary air by 
regulating the air shutter. 


B. Too little secondary air. Per- 
haps the opening in the bot- 
tom of the globe is too small 
to permit entrance of suffi- 
cient air. In this case the 
remedy is to change the globe 
for one with a larger bottom 
opening. 

C. Backing up of burned gases. 

The cause may be too small 

or baffled vents in the top of 
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the lamp. The size of the 
vent holes can usually be in- 
creased by cutting or bending 
the present louvres, or drill- 
ing additional holes. 


D. Too much gas. If remedies 
suggested above fail, the 
chances are that the amount 
of gas mixture going to the 
mantle is beyond its capacity. 
The orifice should be inspect- 
ed. If it is of the adjustable 
type it should be discarded 
and a fixed orifice of the 
proper s:ze substituted. Some 
experimenting in procuring 
the proper size of orifice may 
be necessary, but it will be 
found somewhere in the vi- 
cinity of a No. 78 MTD 
drill. Multiple mantle lights 
will require orifices of pro- 
portionately greater B.t.u. ca- 
pacity. 

Another cause of too much 
gas is trying to operate the 
light at a higher gas pressure 
than that recommended by the 
manufacturer. Gas lights 
must be operated at pressures 
very close to those for which 
they are designed and even 
a variation of % in. of water 
column pressure may cause 
trouble. For this reason it is 
urgently suggested that a 
household regulator of proper 
size govern the gas lights if 
other appliances are installed 
upon the same system. 


II. Noisy Operation. This usually 
takes the form of a buzz or rat- 
tle when the light is in opera- 
tion at full capacity and is some- 
times wrongly attributed to the 
trapping of moisture at a low 
point in the line. Don’t be fooled 
by this, for the noise is caused 

by improper combustion. Usu- 
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ally this is an indication of too 
high gas pressure, although it 
may also be due to insufficient 
primary air. 

Light Pulsates or Flickers. This 
is often unfairly blamed upon the 
regulator, although it is possible 
that a regulator which is too 
small or lacking in sensitivity 
might cause this. Pulsation is 
an indication of faulty combus- 
tion, and when it is accompanied 
by sooting of the mantle it is 
an indication of too little air or 
too much gas in proportion to 
the amount of primary air en- 
trained at the orifice. If the 
trouble is one of primary air 
entrainrent when the light is 
turned down it can sometimes be 
corrected by drawing the spud 
or hood out to a point, thereby 
bringing the point of primary 
air entrainment closer to the ori- 
fice and increasing the amount of 
air entrained. 

Another cause of pulsation 
which can be distinguished from 
that caused by faulty mixture, 
in that it occurs irregularly, is 
an excessive and intermittent 
draft condition, and this can only 
be corrected by eliminating the 
draft or shielding the light in 
some way from it. 

Breaking of Mantles. When this 
occurs on lighting the light and 
is accompanied by a loud “pop” 
it is an indication of too much 
primary air. When lighting back 
onto the orifice occurs at this 
time the screen may be missing 
or the holes in it too large. An- 
other cause of breakage is exces- 
sive gas pressure. This condi- 
tion can usually be recognized by 
an excessive amount of noise 
when the light is in operation, 
and quite often a blue flame will 





be seen around the exterior of 
the mantle. 


Safe Distances from Walls and 
Ceilings. A gas light emits con- 
siderable: heat. The outlet for 
burned gases should be at least 18 
in. from anything above it. If it 
is not possible to have this dis. 
tance it is then advisable to in- 
sulate with sheet asbestos and 
metal on the ceiling a circle about 
14 in. in diameter. Even with in- 
ulation the outlet of the light 
should not be closer than 12 in. to 
the ceiling. 

The globe of a wall type light 
should be at least 8 in. from the 
wall. If the distance is less than 
this the wall should be insulated as 
described above. In no _ instance 
should the light globe be closer to 
a wall than 6 in. 

Sales Value of Gas Light Instal- 
lations. There is a fable concern- 
ing a man and a camel upon the 
desert at night. It was a cold night, 
the camel was cold, and he begged 
just to stick his nose inside the 
tent. Next he wished to warm his 
head, then his shoulders, and morn- 
ing found the camel entirely with- 
in the tent and the man shivering 
outside. Insofar as we in the gas 
business are concerned the moral 
of this story is, that if we can but 
effect an entrance into the home 
through the medium of the inex- 
pensive gas light it may result in 
our eventually taking over the en- 
tire domestic energy load for cook- 
ing, refrigeration, and space heat- 
ing as well. In’itself the lighting 
load is insignificant, and hardly 
worth the investment in equip- 
ment, materials, and labor, but as 


BUTANE-PROPANE N ews 























Fixtures 
Have 


Appeal 


Grace and beauty are 
shown here in LP- 
Gas lamps. Above 
(left) a wall type 
propane lamp that 1s 
glare - free, with in- 
verted mantle. At 
upper right is a wall 
gas fixture used fre- 
quently in kitchens. 
The ceiling lamp at 
right is attractive 
enough for the most 
fastidious. Photos, 
courtesy of General 
Gas Light Co. 
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a “leader”, a “door opener” or a 
“teaser” it cannot be beaten. In 
over 90% of the cases where just 
gas lights are installed, the cook- 
ing load is added to it within six 
months’ time. 

Many operators have discouraged 
the sale of gas lights because they 
have looked only at the immediate 
profit involved. Others have sold 
it as the last service to be rendered 
the customer after all other pos- 
sible appliances have been sold to 
him. There are many installations 
which can be obtained by a reversal 
of these tactics and application of 
the moral involved in the fable of 
the man and the camel. 

Again it is late, and the dying 
embers on Gracourt’s hearth be- 
speak the time for us to say “good- 
bye”, but before we do this let us 
ask ourselves a few questions and 
see how much we have really 
learned in our chat this evening! 
The answers: are on Page 56. 


Questions on Chapter 22 


1. What is the difference be- 
tween a Mean Spherical Can- 
dlepower and a Foot-Candle? 

2. What is considered satisfac- 
tory illumination? 

8. What should the Spherical 
Candlepower of a light be to 
give satisfactory illumination 
at a designated point 10 ft. 
distant? 


4. What is the relationship be- 
tween the angle of Incidence 
and the angle of Reflection? 

5. If you wished to diffuse light 
would you use a concave or a 
convex mirror? 





6. What is the scientific relg- 
tionship between the wattage 
of an electric light bulb and 
the number of lumens or 
Spherical Candlepower it 
it emits? 

7. Why is a lumen 1/12.5664th 
of a Mean Spherical Candle- 
power? 

8. What permissible distances 
may a gas light ke installed 
from a wall or ceiling? 


9. When a gas light blackens or 
soots the mantle what condi- 
tions does it indicate? 


10. What is the purpose of the 
screen in the mixing tube 
end? 


Revised ODT Order Covers 
Return of Empty Cylinders 


General Order ODT 18A supersedes 
General Order 18, Revised and estab- 
lishes loading requirements for car- 
load freight. 

Provision is made in the new order 
for the loading of merchandise in a 
car with carload freight when such 
loading is authorized by a special per- 
mit issued by the ODT. General Per- 
mit ODT 18A-1, “Loading of Certain 
Carload Freight” states: ‘Any person 
may offer for transportation, and any 
rail or carrier may accept for trans- 
portation at point or origin or for- 
ward therefrom, carload freight con- 
sisting of any of the commodities in- 
cluded in items hereinafter shown, 
when such carload freight is loaded in 
a freight car either in accordance 
with the provisions of this General 
Permit ODT 18A-1, or in accordance 
with the provision of Par. 500.72 of 
ODT-18A. 

Gas cylinders in empty return move- 
ment, may be loaded to a weight not 
less than 36,000 lbs. effective Nov. 1. 
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Where Will War’s End Find Us? 





By RALPH PRYNE 
President, Pryne & Co., Inc., Los Angeles 


OSTWAR planning seems to 

have developed into one of our 
great American pastimes. Every 
chamber of com- 
merce, every as- 
sociation, some- 
times I believe 
every lodge and 
sewing circle, 
now has its post- 
war planning 
committee. This 
may be a good 
thing, for we are 
going to need 
plenty of it. The RALPH PRYNE 
only danger is 
that we may be doing a bit too 
much planning for the other fel- 
low and not quite enough for our- 
selves. 

What sort of a world, economical- 
ly and politically, are we likely to 
have after the war? Certainly we 
will not return to “peace as usual.” 
Leaders in industry, labor and gov- 
ernment all emphasize the signifi- 
cant changes which have come as a 
result of the war, and they foresee 
even more significant changes in 
the years ahead. 

Of one thing we may be certain: 
there will be a serious dislocation 
of many of our citizens after the 
war. Approximately one-half of 
our working population will need to 
be repatriated. In addition, we 
must absorb into business some 10 





DECEMBER-1943 





or 11 million men returning from 
the armed services. Then, there is 
still another factor to which too lit- 
tle attention is being given: The 
tremendous increase in the employ- 
ment of women. 

You will recall that, after the 
first war, our economic structure 
was seriously unbalanced by the 
fact.that many women who had 
taken men’s jobs while they were 
away refused to give them up when 
the men came home. As a result we 
had far too many families geared 
to a two-income standard of living, 
and an equally large number with 
inadequate income. Women have 


eo Mr. Pryne presented the accompanying pa- 
per at the Nov. 12 meeting of the Pacific 
Coast Section, LPGA. Although many of his 
references concern southern California spe- 
cifically, in large measure they apply to the 
entire country, and LP-Gas men everywhere 
may profit from this vivid picture of what 
faces them when peace comes. There are 
many problems which must be met and 
there are many bright prespects. The shrewd 
dealer is one who, planning ahead, will be 
well fortified against the one and readr 
to cash in on the other. 


That Mr. Pryne is qualified to speak upon 
his sub‘ect is evident from the positions he 
holds, among them chairman of the Indus- 
trial Management Committee, Los Angeles 
Chamber of Commerce; co-chairman for in- 
dustry, Industrial - Educational Post- War 
Planning Committee, and member, board of 
governors, Smaller War Plants Corp. 


Lest month BUTANE-PROPANE News 
(page 32) carried a pungent postwar mes- 
sage from John L. Locke, chairman of the 
Midwest Section, LPGA. Many more indus- 
try men will express their views from 
month to month. Watch for them.—Editor. 
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climbed to practical equality with 
men in business and industry to- 
day, so we cannot expect large num- 
bers who have tasted the fruits of 
individual earning power to step 
quickly aside in favor of idle men. 
There is no sympathy or kindness 
in that law of supply and demand 
which displaces marginal male 
workers with more efficient and 
more intelligent female workers. 
Plenty of thought is being given 
to these matters by the boys in uni- 
form. They know all about the big 
wages and the strikes for higher 
wages. They are thinking about 
what sort of postwar jobs may be 
available for them, and the prob- 
lems they will face in regaining 
their position in civilian life. 






























































Abnormal Development Has Occurred 








Just what does this transition 
from war to civilian manufacturing 
mean to us here in Southern Cali- 
fornia? Our problem is accentu- 
ated by the fact that we have 
crowded a normal 10 or 20 years 
of industrial development into 
about two years. To make matters 
worse we have concentrated most 
of this industrial development on 
two lines, one of which will go out 
of the picture and the other of 
which will be drastically restricted. 
Unfortunately many Southern. Cali- 
fornia industrial concerns for 
whom many of our newcomers are 
working will have no old-time ci- 
vilian lines to which to return, such 
as will firms in the East who con- 
verted a well established civilian 
business into a war factory. 

This means that probably 50% 
of the industrially employed in our 
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area must find new jobs after the 
war. Many will awake with quite 
a start to the fact that henceforth 
it will take a dollar’s worth of work 
to earn a dollar’s worth of pay, not 
50¢ worth of work as is so com- 
mon today. 


Many Expect Government Aid 


We have given so much attention 
in recent years to government aid 
that I sometimes wonder whether 
we may have caused a loss of that 
good old American faculty for look- 
ing out for one’s self. Charity once 
was considered something of a dis- 
grace. If a man had hard luck he 
was expected to pull himself out of 
the hole with a minimum amount 
of help from his friends. Now 
many seem to feel that if things 
do not go well with them, the gov- 
ernment will look after them—and 
with virtually no loss to their self 
respect. Too many appear to have 
discarded the correct assumption 
that it is the duty of the people to 
look after the government for the 
incorrect and dangerous assumption 
that it is the duty of the govern- 
ment to look after the people. 

Consider that in the Los Angeles 
metropolitan area we will have ap- 
proximately 1,664,000 persons em- 
ployed by the end of this year. Of 
that total working force approxi- 
mately 52144%, or 875,000, will be 
in essential industries. Then there 
will be another 285,000 in the 
armed forces, which is 17% more. 
This makes a total of 70% of our 
working population in the war ef- 
fort. It is obvious that at least half 
of them will need to find other em- 
ployment after the war. 
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Under these circumstances re- 
patriation begins to mean some- 
thing to us here. We can ask of 
each employe some rather pertinent 
questions: 

Do you plan to stay on your 
present job? In your present line 
of work? Will you remain in your 
present home, or will you move to 
another locality—or will you return 
East? 

What kind of a transition from 
war to civilian business may we 
expect—sudden, or gradual? The 
general belief is that Germany will 
collapse first and that we will have 
another year or so of war effort 
while we polish off Japan. Should 
the entire war blow up suddenly as 
the last one did, the dislocations: 
will be extremely upsetting, but 
under any circumstances they are 
bound to be drastic. 


What Government Delay Means 


The problem of settling the gov- 
ernment’s bill with industry on can- 
cellation of war contracts will be 
extremely serious. A _ preponder- 
ance of our industrial working 
capital, particularly here in South- 
ern California, is devoted to war 
production. The mere syphoning of 
all this money back into civilian 
business will present a problem of 
the first magnitude. If the govern- 
ment delays by as much as only 45 
to 90 days the prompt payment of 
cancellation claims, most of our in- 
dustries, particularly small firms, 
will face financial strangulation. 
This begins to mean something to 
us in Los Angeles when we realize 
that we have 2500 firms devoted to 
the manufacture of aircraft parts 
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alone. Most of these firms, together 
with the hundreds of others in ship- 
building, ordnance, etc., were doing 
something else before the war, and 
eventually they must return to ci- 
vilian pursuits. 


Problems of Time Factor 


The time factor is the biggest 
element in the cancellation prob- 
lem. This time factor involves 
three things: Prompt payment of 
money, prompt removal of material 
in factory storerooms and ware- 
houses, and prompt disposal of the 
government or war machinery now 
occupying the floor space required 
for the reinstallation of peace-time 
equipment. 

There are approximately 109,000 
prime contracts for war material 
now in existence, and they involve 
more than a million subcontractors. 
Already the army has concelled 
8500 prime contracts, involving 80,- 
000 subcontractors and $5,800,000,- 
000 in money. This is more than 
the total number and value of con- 
tracts cancelled after the last war! 

Fortunately this problem is get- 
ting major attention in Washing- 
ton, and it is hoped some construc- 
tive legislation will be developed 
soon. Prime purpose of this legis- 
lation will be to remove the need 
for detailed audit on at least a ma- 
jor portion of the claim, and to en- 
able the government to pay a large 
percent of the claim without any 
preliminary audit at all, merely 
upon sworn statements. 

It is obvious that our postwar 
planning must be based upon some 
definite essentials. Among these 
are the removal of strangling re- 
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strictions and controls; the lighten- 
ing of the unfair tax burden placed 
upon business under which corpor- 
ate earnings are heavily taxed and 
then dividends bear another major 
tax as personal income; of removal 
of hindrances to free enterprise 
and the incentive to take business 
risks; and, finally, the sensible dis- 
posal of the huge government sur- 
pluses of goods which otherwise 
will glut the domestic market for 
months or years. 


New Products Will Take Time 


Let’s not kid ourselves into think- 
ing that civilian production can be 
irstantly resumed, however. We 
all know the surprisingly long time 
it has required for civilian mer- 
chandise, once its manufacture was 
stopped by the war, to run out 
through the pipe line from manu- 
facturer to jobber to dealer to con- 
sumer. That pipe line is not going 
to be refilled overnight by the wave 
of some magic wand. Few are the 
factories that use no metal, and 
fewer are those whose finished 
product is made solely from raw 
material. We will have to go back 
to the grass roots, and make our 
new civilian products step by step, 
part by part, each supplying the 
next succeeding manufacturer with 
needed parts. 

Paul G. Hoffman put this aptly 
in a recent conversation when he 
was asked how long it will take to 
turn out the first Studebaker after 
war contracts are cancelled. He 
said: “If you give us quick money 
on our cancellation claims, if you 
immediately remove the war ma- 
terial from our stockrooms and if 
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you take the war machinery off our 
floors promptly, then in 90 to 120 
days we will roll the first new 
Studebaker off the assembly line— 
provided you do the same thing at 
the same time for some 400 firms 
that supply Studebaker with neces. 
sary parts.” 

Maladjustment has been worse in 
this part of the country than else- 
where, due to the fact that prac- 
tically all of the half million or 
more of our newcomers have gone 
into industry. Normally, six men 
go into some other line of business 
for every one that goes into an in- 
dustry. How many butchers, bak- 
ers, architects, insurance salesmen, 
etc., are in industry today? What 
will they do as the end approaches? 
Will their return to civilian life be 
an orderly migration, or will there 
be a rush for peace-time jobs with 
consequent disorganization of the 
war effort? 


How Income Is Divided 


War has seriously redistributed 
our national income. Rising prices 
have cut the purchasing power of 
fixed income groups and taxes have 
reduced corporation dividends. La- 
bor’s share, on the other hand, has 
advanced from 65% of the national 
income in 1939 to 70% in 1942. 
The farmers’ share, likewise has 
risen from 8% to 11%. 

Jobs undoubtedly will be the key 
to postwar. prosperity. There are 
two schools of thought: One group 
feels that the transition will be £0 
severely drastic that many will be 
thrown out of work, with conse 
quent loss in purchasing power and 
a reversal of the tendency to spend _ 
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ENSIGN Butane-Propane Carburetors are playing 


ve an important part in the Victory effort. We are 
ag? proud of this fact and are devoting our modern 
be facilities and long experience to the successful z 
ere completion of this assignment. Helping to win the A 
rs wor is our chief duty at this time. e 
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ave However, ENSIGN Carburetors for Butane-Propane 
La- and Gasoline are still available for uses not 
a directly connected with the war effort. It may 
42. take us a little longer than usual to supply the 
nas demand for carburetors, but quick delivery of 
emergency parts is assured. Now, as always, 
cey ENSIGN is unequaled for efficient and economical 
are carburetion. 
up 
£0 
be 
“a Before ordering ENSIG 
nil Butane-Propane Carburetic 


Equipment or Parts, read W.P. 
General Limitation Order L-8 
Copies can be obtained fre 
your nearest W.P.B. office. 
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Bastian-Blessing products identified by the RegO trademark. 


“BASTIAN-BLESSING= | 


4233 Peterson Avenue Chicago 30, Ill. 





neers and Leaders in the Design and Manufacture of Precision 
Equipment for Using and Controlling High Pressure Gases. 


















Butane-Propane News 


The attached letter to 
Mr. Martin Laird of our New 
York Office, from Mr. H. E. 
Golden, General Sales Manager, 
regarding Dealers! Inventories, 
should be of general interest 
to your readers. 


FLORENCE STOVE CO. 
Gardner, Mass. 


We are going back into the stove and 
heater business. We shall have a Vic- 
tory model gas range, and later, oil- 
burning heaters. Models are limited, 
so far, because we can’t get steel 
enough to make a complete line. 


Don’t let the conditions that you 
found on Long Island discourage you— 
they exist in most parts of the coun- 
try. Dealers’ stocks are low and the 
local rationing boards are holding the 
dealers down on their allowable in- 
ventories. This means that more than 








ever before dealers need a reliable 
source of supply, and we shall have q 
stock that dealers can draw from. 


If the dealers will send us their 
certificates, shipments will be made in 
the sequence in which the orders are 
received and they will go out just as 
rapidly as our factory can turn out 
stoves—you know how fast that is, 


A dealer who is accustomed to car- 
rying 100 stoves in stock doesn’t see 
how he can do business with an in- 
ventory of only 6, but if he sends us 
certificates as rapidly as he gets them 
we can keep stoves flowing to him and 
he can stay in business because of the 
rapidity of the stock turn. 


Don’t get discouraged; don’t let the 
dealers get discouraged. They have 
relied on us in the past and they can 
in the future. 





“General Sales iamager 
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freely. The other group feels that 
with 32 billion dollars of backlog 
of civilian purchasing power, 24 
billion of which will be in govern- 
ment bonds, the demand for civilian 
merchandise will be so great noth- 
ing can stop an immediate postwar 
boom. Automobile men estimate 
that the industry cannot produce 
more than a tenth of the demand 
the first year. Appliances and new 
homes will be major factors in fur- 
nishing civilian employment. 

It is obvious that all industries 
should be planning for postwar ac- 
tivity, now. An industry need not 
be in the war effort to face dislo- 
cation, for distributors, whole- 
salers, retailers, service and other 
industries will be affected. 


Planning Is Top-Man Job 


Postwar planning is a job for 
one of the top company officials, 
possibly supplemented by a strong 
committee from the organization. 
A definite conversion program 
should be outlined, set to definite 
time limits. The postwar market 
should be analyzed, with the com- 
pany’s probable part estimated. 
New sales strategy should be 
planned; maybe a new sales force 
created. A detailed survey of the 
company’s tools, plant, and finances 
should be made. 

The vast layoffs certain to occur 
in Southern California should be 
considered. Likewise due consid- 
eration must be given to the many 
new industries, such as steel, alum- 
inum, rubber, even silk, which have 
come to Southern California as a 
result of the war. The supplies 
neded for foreign countries also 
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should be considered. This will 
cover the reestablishment of facili- 
ties destroyed by the war, the fur- 
nishing of machinery needed to re- 
equip foreign factories, and of 
course the immense amount of food 
and clothing for relief. 

Said a soldier to Henry Kaiser: 
“TI hope you are one of those who'll 
see to it that none of us will be sell- 
ing apples on the street when this 
war is won.” 


Optimistic Outlook Expressed 


To which Mr. Kaiser replied: 
“Our tools and machines are wear- 
ing out; our substance is being con- 
sumed; our transportation system 
creaks and groans; our highways 
are inadequate; our people lack safe 
and comfortable housing, perhaps 
by millions of units. There is de- 
mand enough in sight to keep every 
productive force in America work- 
ing to capacity for 25 years.” 

I hope Mr. Kaiser is right, but 
wise firms will keep a portion of 
their resources to windward for a 
short time at least to weather a 
possible storm of transition ills. 

Let’s realize that we may have 
to make drastic personal and busi- 
ness adjustments after the war. 

Let’s plan what we will do if 
events go one way; what we will 
do if they go another. Let’s dis- 
courage so much public aid to peo- 
ple who otherwise might try to 
find a way to help themselves that 
the taxpayers who are left to pay 
the taxes can’t carry the load. 

Let’s take our postwar problems 
in stride—as companies and as in- 
dividuals—in the good old-fash- 
ioned American way! 
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LP-Gas Prices May Be Advanced 


In Local Shortage Areas, Says OPA 


HORTAGES of liquefied petroleum 

gases, natural gas and other pet- 
roleum products may be remedied by 
advances in prices in particular areas 
under certain conditions, according to 
the OPA. Amendment 4 of Maxi- 
mum Price Regulation 436, issued 
Nov. 2, covers the situation: 


“(d) Local shortages. The Office 
of Price Administration, or any duly 
authorized representative thereof, 
may adjust by order any maximum 
price established under this schedule 
for any seller or group of sellers 
when it appears: 

“(1) That there exists or threat- 
ens to exist in a particular locality a 
shortage in the supply of a petroleum 
product which aids directly in the 
war program or is essential to a 
standard of living consistent with the 
prosecution of the war; and 


(2) That such local shortage will 


be substantially reduced or eliminated 
by adjusting the maximum prices of 
such seller and of like sellers for such 
petroleum product; and 


“(3) That such adjustment wil] 
not create or tend to create a short- 
age, or a need for increase in prices, 
in another locality, and will effectu- 
ate the purposes of the Emergency 
Price Control Act of 1942, amended, 


“Note: Applications for adjust- 
ment shall be filed in Washington, 
D. C., in accordance with Revised 
Procedural Regulation No. 1. 


“This amendment shall become ef- 
fective Nov. 8, 1943.” 


The first instance where the new 
ruling was applied was in Alcorn, 
Miss., where a maximum price for 
liquefied petroleum gas was estab- 
lished by the Petroleum Administra- 
tion for War. 
























This home canning 
demonstration unit 
was prepared by the 
home service staff of 
the Binghamton (N, 
Y.) Gas Works and 
was driven from town 
to town in the com 
pany’s territory to 
interest women in 
canning Victory gat 
den products. It was 
equipped with a range 
burning liquefied pe- 
troleum gas. Photo: 
Courtesy of Servel, 
Inc. 
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_ “If you have ever used a Ransome 

aed Butane Plumbers Furnace you'd never be 
without one.” So says a plumber who has 

ef- spent years fighting gasoline furnaces — 
with their time lost in generation, pump- 

new 

orn, ng pressure and frequent refilling. The 

for Ransome Plumbers furnace operates on 

tab- i 

tem. butand or propane; lights with a match; 
comes to flame instantly; burns that way 
for 17 hours without refilling. The flame 
cannot be blown out by wind or draft. * 
Upsetting does not spray fuel over floors 

ning or roofs. You can use it indoors or out. 

anit . E 

"the You can have a soft flame to maintain 

“_ irelii-Yam (tole MMolMoM oleh tilale Milelul-miclmalle la 

and heat. Write us; we solicit your inquiries. 

own 
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ee Designing and Constructing Engineers 

oto: 

rvel, 4030 HOLLIS STREET - EMERYVILLE, CALIFORNIA 
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LP-Gas For Farms 
On Pacific Coast 


EPUTY Petroleum Administrator 

for War, Ralph K. Davies as- 
sured West Coast farmers early in 
November that they will continue io 
receive supplies of liquefied petroleum 
gas to operate their agricultural ma- 
chinery. 

In a statement issued to correct re- 
ports that PAW would deprive Pacific 
Coast farmers of liquefied petroleum 
gas, Mr. Davies said: 

“There seems to be a widespread 
impression among West Coast farm- 
ers that PAW will divert their sup- 
plies of liquefied petroleum gas to the 
manufacture of aviation gasoline and 





thus deprive them of sufficient fuel io 
operate their machinery. This is not 
true. 

“Perhaps this misunderstanding 
stems from the fact that recently 
PAW requested West Coast refiners 
to increase their production of avig- 
tion gasoline and suggested that lique- 
fied petroleum gas facilities be con- 
verted to straight propane in public 
utilities, Army camps, industrial con- 
cerns, municipal plants, and other 
sites where these gases are consumed 
on a large scale. 

“In most instances, conversion to 
propane is not advantageous in farm 
installations because of their small 
size. Whenever conversion to propane 
is required, sufficient time will be al- 
lowed to obtain the necessary equip- 
ment.” 








The Army-Navy “E” Award was presented to the Fisher Governor organization 
for outstanding war production. 
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| Sorry, we can’t publish details, : 
: for this is one of many war 
j products now being manu- ¢ 
factured by PAYNE for the U.S. : 
Government. * Until Victory of 
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make any more furnaces or : 
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New Company Formed To Make 
“Grand” Gas Ranges 


Announcement is made by James 
Mitchell, president of Cleveland Co- 
Operative Stove Co., that the com- 
pany’s manufacture of Grand gas 
ranges, and other home appliances 
now in the planning stage for postwar 
development, will be carried on under 
the name of Grand Home Appliance 
Co. 

Grand Home Appliance Co. will 
qperate the present range factory in 
Cleveland, with David L. Edelmuth 
continuing in charge of sales and pro- 
motion activities. 

The Cleveland Co-Operative Stove 
Co. which has been engaged in war 
production since before Pearl Har- 
bor, was founded in 1866 by a group 
of iron moulders just returned from 
the Civil War. Though originally a co- 
operative enterprise, the company was 
incorporated in 1867. In those days, 
stoves were made of heavy cast iron, 
and the weight and difficulties in 
transportation made it necessary for 
the existence of a large number of 
small manufacturers to serve limited 
nearby areas. As modern gas ranges 
developed, greatly reduced in weight, 
Cleveland Co-Operative Stove Co. was 
among the pioneers in their develop- 
ment. 

The company’s executives, James 
Mitchell, president, David L. Edel- 
muth, vice-president, and Fred G. 
Miller, secretary and treasurer, feel 
that any announcements of further 
postwar plans are entirely dependent 
on the course of the war, and that the 
best way to speed the advent of post- 
war products is to concentrate on in- 
tensifying present essential produc- 
tion. 

The Cleveland Co-Operative Stove 
Co.’s foundry division will now carry 
m its activities under the name of 
Cleveland Foundry Co. 
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E. HOLLEY POE 


JAMES E. PEW 


Prominent Men Address Fall 
Meeting of CNGA 


Featured on the program of the 
18th annual fall meeting of the Cali- 
fornia Natural Gasoline Association 
in Los Angeles on Nov. 5, were E. 
Holley Poe and James E. Pew. The 
former is now executive vice president 
of the Petroleum Reserve Corp., mov- 
ing up from the position of Director 
of the Division of Natural Gas and 


Natural Gasoline, PAW, to which 
position Mr. Pew was immediately ap- 
pointed. 


Mr. Poe’s subject was, “The Nat- 
ural Gasoline Industry in Future Pe- 
troleum Operations,” while Mr. Pew 
discussed “Cycling Operations and 
Potential Use of Products.” Other 
speakers and subjects on the program 
were, Dr. A. H. Boultbee, “Uses of 
Natural Gas Fractions in Today’s Re- 
finery Operations”; Randal Maass, 
“The Absorption Factor in Controll- 
ing the Absorption Process”; E. G. 
Ragatz and F. D. Parker, “Refinery 
Processes for War Products”; L. F. 
Scheel, “A Maintenance Program for 
Compressor Plant Operators.” 

Association President R. W. Heath 
addressed the meeting and the chair- 
men of the day were P. S. Magruder 
and Clare Gard. 
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W. G. Petty & Son Install 
Butane in Defense Plant 


Eight butane storage tanks of 1000 
gals. each have recently been installed 
in the plant of Sefton-Fibre Can Co. 
in Memphis, Tenn., by W. G. Petty & 
Son. ‘ 

The purchasing company makes 





Miss Ann Cintgran, secretary to T. G. 

Tackett, manager of National Butane Gas 

Co., stands beside the 1000-gal. butane 

underground tank delivered to a nearby 

defense plant by W. G. Petty & Son, of 
Memphis, Tenn. 


boxes under war contracts and the 
butane is used to heat the building. 
Humphrey overhead heating units of 
125,000 B.t.u. capacity are used. 

The National Butane Gas Co., of 
Memphis, fabricated the tanks and 
Hughes Heating Co. was the heating 
contractor. 


Changes Made to P-84 Cover 
Emergency Repairs 


Various changes have been made 
in the Plumbing and Heating Emer- 
gency Repairs order. Paragraph (c) 
now contains three sub-paragraphs in 
place of the previous five. The first 
sub-paragraph assigns an AA-5 rating 
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to orders of sellers and consumers for 
repair items and conversion parts and 
combines with it the provision of old 
sub-paragraph (3) regarding the $5 
exception to ratings for repair items, 

The new second sub-paragraph pro- 
vides that an order for a stove js 
equivalent to an order rated AA-5 if 
supoprted by a certification on OPA 
R-901. The new third sub-paragraph 
states that sellers may obtain steel 
and wrought iron pipe and steel sheets 
for repairs under CMP Regulation 4, 
their inventories of these materials 
being made subject to CMP Regula- 
tion 2. 

The phraseology of paragraph (e) 
on salvage has been altered to except 
conversion parts from its terms and 
to require the person installing ma- 
terial secured through a rating 
granted under the order to arrange 
for further use of items specified; the 
previous requirement as to turning 
such replaced items into a scrap deal- 
er, is retained. 


Shortage of Truck Parts 
Causes Up-Rating 


Preference orders for many scarce 
truck parts have been up-rated from 
AA-2X to AA-1 for production and 
distribution by the WPB. 

Production and distribution of re- 
placement parts for medium aad 
heavy trucks, truck-trailers, passenger 
carriers, off-the-highway motor veli- 
cles and motorized fire equipment 
must be handled in the last quarter of 
1943 and the first quarter of 1944, as 
though orders therefore bore a prei- 
erence rating of AA-1, according to 
the provisions of an amendment to 
Limitation Order L-158. 

Replacement parts for passenger 
automobiles and light trucks must 
continue to be produced and shipped 
as though orders therefore bore 4 
preference rating of AA-2X. 
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HERE won't be as much tinsel and as many candles and bells. But 

beneath a less decorative exterior will rest securely a deeper ap- 
preciation of Christmas as it used to be and as it will be again in the 
good old U.S. A. 

Many of our loved ones will be unable to spend Christmas with us 
this year. But we hope they'll be home again before another year 
rolls around. 

For Christmas 1943 the ideal gift is a U. S. War Bond. Give War 
Bonds and urge others to do the same. And dream a little of happier 
days to come when War Bonds will help buy those physical objects 
which will add so much to the well-being of the entire family. 


ROPER GAS RANGES FOR ALL GASES INCLUDING 
(LP) LIQUEFIED PETROLEUM GAS 


Geo D.Fope,, 


GENERAL SALES OFFICE AND PLANT: ROCKFORD, 1LLINOIS 





SELL WAR BONDS NOW...THE ROPER GAS RANGE LATER 
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Allowable Inventories npn ot PEN Re pe * 
May Be Easily Figured sv aac: 36 
Under the new stove rationing OOD WHOS 66.6 aoc bre cea 37 
order which became effective Aug. 24, Ct a) Serer 38 
gas range dealers have what is 1155 BE eos Sictace aveeceaets 39 
termed an allowable inventory. This 1185 1214..........44. 40 
is figured upon the volume of sales of auee re Cane ole eS Sel \ 
dealers during a designated “base Raina tl a 43 
phot “te ya «a: Dae — Sees 
period” and in Table 1 is worked ee Se 44 
out for handy reference. RRS ER 45 
All OPA local boards have been as- gf | aa ye 46 
signed quotas for their districts upon Jo Sates © 2” ARREARS Paar AT 
which dealers may draw as they are 1425 1454............-. 48 
entitled. ROO URE so sisjaccacceaes 49 
oe O° Rae 50 
TABLE 1 If over 1514............ (*) 
ALLOWABLE INVENTORY “a 
or 
jon bea Period Allowable “If fraction amounts to % or 
(1941 or 1942) Inventory — it is to be counted as one 
1 | eee ee 1 
15 Se 2 “Job-Suited” Catalog Issued 
= ing tee e eee eeees : By Thomas Truck & Caster Co. 
128 RSet ie A new “job-suited” truck and caster 
165 MN eka Are seis ene ars 6 catalog describing materials handling 
195 Serre 7 equipment of Thomas Truck & Caster 
225 254... eee eee 8 Co. has just been published. 
255 284........ 0-0 ee 9 This manual and catalog is written 
oe ae winked “1 and illustrated in the light of enabling 
345 | eee apas ia: anyone who picks it up to select ex- 
375 RRR ane aisiec 13 actly the right truck for the handling 
405 STE IR 14 job he has in mind. It contains much 
435 RNR hooters ania Rp 15 information along the line of basic 
465 "TIE ese Weer eran. 16 material handling engineering. 
495 B24... cee eee ees 17 The method of illustrating is en- 
525 554.2... eee ee ees 18 tirely different from the usual truck 
a ia Cestmeenraier ia Cs = or caster catalog. The “job-suited” 
615 ae theme is said to be an original idea 
RR OM ee 22 and system for it greatly simplifies 
675 BREA et 23 the job encountered by the man who 
705 a kc5-82 wicteslns wi 24 tries to select a floor truck in getting 
735 MRM ial va iscsicallnicrace 25 the right truck for his particular job. 
765 194. cee ceeeees 26 Over 500 ‘illustrations show trucks, 
795 B24... cece eens 27 superstructures, casters, etc. There 
825 6 28 are actually over 1000 superstructuze 
855 | ee ees 29 + fies 
885 914 30 and truck combinations alone. There 
915 SEE is a truck and a correct superstructure 
945 aaa hatadat: 32 for every conceivable handling oper- 
ee NG as ek ae bee 33 ation. 
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WILL DELIVER IT! 


GAS — efficient and economical —is available to you 
RIGHT NOW! ALGAS will deliver it with a GASAIR in- 


stallation, distributing butane-propane and air mixtures. 








IT'S THE PERFECT FUEL FOR ALL USES! 


. For full-time operation. 
SS HS SS” 
ae 


Think American 


. As a stand-by for part time use. 


. As a "booster" unit to increase pressure or Btu's. 


> wn — 


. As replacement for old-style caal or oil gas 
plants. ‘ 


Completely Automatic—Substantial Savings 
Service Available Throughout U. S. 


Write for Detailed Engineering 
Analysis of Your Fuel Problem 
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W. E. Derwent Retires From 
Geo. D. Roper Corp. 


Watson E. Derwent, vice president 
of the Geo. D. Roper Corp., Rock- 
ford, Ill., who has been with Roper for 
28 years and an active figure in the 
gas industry for over 40 years, has 
announced his retirement effective 
Nov. 1. 

It was as a young man in 1915 that 
“Wat” Derwent became associated 
with the Roper organization. Start- 
ing as assistant to the vice president, 
he performed a wide range of duties. 

In 1917 Mr. Derwent became sales 
manager of the gas range division 
and in 1918 was elevated to the posi- 
tion of vice president. He was promi- 





nent in association activities for years, 
He was a member of every state gas 
association and a member of the Ain- 
erican Gas Association for 26 years, 
serving on many industry committees, 
He helped organize the Association of 
Gas Appliance and Equipment Manv- 
facturers and served as president for 
two years. He has just completed a 
term as chairman of the board of 
directors of the American Gas Asgo- 
ciation and has served on the A. G. A, 
Standards committee from the time 
the laboratory was set up. 

Since the start of the war much of 
his time has been devoted to coordinat- 
ing activities of the gas industry with 
the wartime requirements of various 
governmental agencies. 





Watson E. Derwent, front center, vice-president of the Geo. D. Roper Corp., Rockford, 
Ill, has announced his retirement effective Nov. 1. He has been a prominent figure 
in the Roper organization for 28 years. Left to right, standing, secretary-treasurer, 
Floyd K. Lawson, 26 years with the company; vice-president, E. Carl Sorby, 16 years; 
vice-president, John P. Curtin, 32 years; and president, Stanley H. Hobson, 32 years. 
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CUSTOMER in the making 


Like this forlorn gentleman, there are 
other homeowners in your territory— 
more than you’d ever guess—who right 
now are selling themselves on buying 
gas heating whenever it again becomes 
available. 


Two things are making these future cus- 
tomers for you. First, of course, the incon- 
veniences of less efficient heating methods 
which are more pronounced today than 
ever before. And national advertising, tell- 
ing the story of Bryant Gas Heating, is 
selling them on the idea of getting the best 
when they make such purchases. 


Be prepared for this pre-sold 
postwar market. Sell Bryant... 
theequipment made by the pioneers 
of gas heating . . . the name that 
means quality ... the organization 
which backs you up with nation- 
wide sales and engineering assist- 
ance. The Bryant Heater Company, 
17825 St. Clair Ave., Cleveland 
10, Ohio . . . one of the Dresser 
Industries. 


Let the pup 
be your 
furnace man 
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Answers 


To Chapter 22 
The Bottled Gas Manual 


Here are the answers to the 


questions on Page 34 which refer 
to problems in Chapter 22 of THE 
BOTTLED GAS MANUAL. 


1. A Mean Spherical Candle- 
power is the total amount of 
light received by the interior 
surface of a sphere with a 
radius of 1 ft. from an Inter- 
national Candle placed at its 
center. A Foot-Candle is the 
amount of light received by 
1 sq.ft. of the interior sur- 
face of that same sphere from 
an International Candle placed 
at its center. 


2. 1 lumen per sq.ft. of area to 
be illuminated. 


3. The square of 10 is 100, so 
the Spherical Candlepower of 
the light should be 100 Can- 
dlepower. 


They are equal. 
Convex. 


None. 


SP Pr 


Because the interior surface 
area of a sphere with a ra- 
dius of 1 ft. is 12.5664 sq. ft., 
and a lumen is the amount of 
luminous flux received by 1 
sq.ft. of interior surface of 
such a sphere, and the total 
amount of light received by 
the entire interior surface of 
such a sphere from one Inter- 
national Candle is a Mean 
Spherical Candlepower. 


8. From a wall, without insula- 
tion, 8 in. With insulation, 
6 in. From the ceiling, with- 
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With 


out insulation, 18 in. 
insulation, 12 in. 


9. Too little air supply, or im- 
proper venting, or too much 
gas. 


10. To assist in diffusing the 
mixture equally over the in- 
terior surface of the mantle 
and to also prevent backflash 
onto the orifice. 


PAW Urges Prompt Return 
Of All LP-Gas Empty Cylinders 


In a bulletin issued this fall the 
Petroleum Administration for War 
urged all dealers, distributors and 
consumers of liquefied petroleum gas 
to speed up the handling and retum 
of liquefied petroleum gas cylinders, 

“Because of the shortage of con- 
pressed gas cylinders,” PAW said in 
a statement, “it is highly essential 
that all liquefied petroleum gas con- 
sumers, dealers and distributors 
promptly return all empty cylinders 
and all idle cylinders to the owners of 
the cylinders for immediate refilling. 

“The shortage is such that all cyl- 
inders necessarily must be used in the 
most efficient manner possible in order 
that the increasingly heavy military, 
war industry and essential civilian 
requirements for liquefied petroleum 
gas may be met in full. Public car- 
riers can help immeasurably by plac- 
ing as much emphasis on the expedi- 
tious return of empty cylinders as 
they now accord shipments of full 
containers. 

“Despite the heavy war demands 
for liquefied petroleum gas, we must 
face the fact that only a relatively 
few additional containers can be made 
available at this time to the industry. 
It is imperative, therefore, that no 
existing cylinders remain idle and 
that there be no delay in the turnover 
of empty containers.” 
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___ CENTURY Gas 
ALLL nice 


! 


CENTURY GAS EQUIPMENT CO. 


announces the opening of a 
new and larger factory at 


11188 Long Beach Boulevard, 
LYNWOOD, CALIFORNIA 


where it is manufacturing new and better 


CENTURY BUTANE CONVERSION UNITS 


Improvements are based on 17 years’ experience in 
this field, with thousands of CENTURY units in use 
throughout the United States and Canada. 
CENTURY Butane, Natural Gas, or combination 
Butane-gasoline carburetion units are made for Trucks, 


Tractors, other heavy duty, and stationary equipment. 
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For More 100 OCTANE 
AVIATION GASOLINE 


Logistics is the military technique of getting 
what is needed where and when it is needed, 


To expedite delivery of greater quantities of 
Liquetied Petroleum Gas products for the 
manufacture of 100 Octane Aviation Gaso- 
line, Warren has placed in service a large fleet 
of new tank cars to supplement its important 
transportation facilities. 

The quicker we win this war, the sooner we will 
enjoy Peace and Warren can turn all of its 
facilities and service to peacetime activities. 











PETROLEUM CORPORATION 


Tulsa, Oklahoma 


Manufacturers, Exporters and Marketers of 
Natural Gasoline, Liquefied Petroleum Gas 


and Uhemuicas ade Hydrocarbons 
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Copper May Be Used Only For 
Plumbing, Heating, Cooking 


An amendment to M-9-c-4 provides 
that copper or copper base alloy pipe, 
tubing or fittings in a building or 
structure are no longer within the 
coverage of the order, unless such 
items are installed for plumbing, 
heating or cooking purposes. Con- 
tractors are also prohibited under the 
amendment from using copper cr 
brass nails, screws, nuts, bolts, rivets, 
washers and expansion shields for con- 
struction and repair to buildings. 
Stores are permitted to dispose of 
their supplies of these items to any- 
one for the rest of 1943, however. 
After Jan. 1, 1944, only an AA-5 
rating or higher may be used to ob- 
tain such items except that an addi- 
tional $25 worth of such items on 
lower or unrated orders may be sold 
by stores. 

Installation of certain copper or 


alloy plumbing fixture fittings and 
trim when packaged with other plumb- 
ing fixture fittings and trim as a unit 
may be installed under another amend- 
ment to the order. An interpretation to 
M-9-c makes clear that copper may 
not be used in plumbing, heating or 
roofing strainers or drains of any 
kind except for floors where explo- 
sives are being made or stored or 
where explosive vapors are present. 


Customer Allotment Number 
Must Appear on Order 


Where a distributor places a rated 
order with a manufacturer asking for 
delivery direct by the manufacturer 
to the distributor’s customer, the dis- 
tributor must put the allotment num- 
ber appearing on his customer’s order 
on the distributor’s order to the manu- 
facturer. 

This is in accordance with Direction 
4 of CMP Regulation 3. 









© CB losids stadia 


\ TO OUR MANY FRIENDS 





To our many friends in the Liquefied Petroleum Gas Indus- 
try, we wish to extend sincere seasonal greetings and express 
our deep appreciation for the patience, tolerance and splendid 
cooperation shown our company during the difficult war- 
Misi year now ending. 


REMEMBER THIS MARK OF QUALITY 


GENERAL GAS LIGHT CO., Kalamazoo, Mich. 
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Manufacturers May Determine 
Own Prices on New Stoves 


- An automatic pricing formula for 
manufacturers to determine their own 
ceiling prices of new models of domes- 
tic cooking and heating stoves was 
issued by the Office of Price Adminis- 
tration recently in another move to 
streamline its pricing procedures. 

This formula was devised to shorten 
the time required in fixing maximum 
prices on new or changed models and 
to enable manufacturers to calculate 
what ceiling prices they may expect, 
in advance of official notification from 
OPA. Previously, manufacturers were 
required to apply to OPA for a 
special order fixing ceiling prices on 
each new model they put on the mar- 
ket. 

The formula now to be used by 
them is a simplified version of the one 





previously used by OPA in pricing 
new models, so that no basic change 
in pricing method is involved. After 
a manufacturer determines his max- 
imum price according to the new for- 
mula, he reports it to OPA for ap. 
proval, and may sell after fifteen 
days unless he hears from OPA to 
the contrary. If he receives written 
notification of approval sooner, he 
may proceed to sell at once. 

The provision of a manufacturer's 
automatic pricing formula for new 
models is one of a number of changes 
incorporated in Maximum Price Reg- 
ulation No. 64 (Sales of Domestic 
Cooking and Heating Stoves), which 
became effective Oct. 4. This schedule 
replaced Revised Price Schedule No, 
64, which since Jan. 5, 1942, has 
governed manufacturer’s sales _ of 
stoves for household use. 








Write for FREE Booklet 


The new booklet describes the 
Brunner LP-Gas Unit, contains 
illustrations, diagrams and other 
pertinent facts on handling 
liquid petroleum gas. 
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DALLAS TANK & WELDING COMPANY, INC. 


BUTANE DIGEST 


By W. W. BANKS 













i | We of the Dallas 
ch Tank & Welding 
rs Company send sin- 

cere Christmas 
. Greetings to our 
. friends and custom- 
of ers everywhere. In 


a world torn with 
strife, bloodshed 
and unfathomable 
suffering we should 
give humble thanks to the Prince of Peace for 
our great America and all that its great 
democratic institutions stand for. It's worth 
working for .. . it's worth fighting for... 
let's all do our part! 













This de luxe trailer model for trans- 
porting butane has twin mounted tanks. 








e 


In the Meantime 
Buy More War Bonds! 





on 






a ; 
Above is a de luxe mounted truck 
© tank of 1200 net gallons capacity. 





AND 
WELDING COMPANY, INC. 


201-5 W. COMMERCE ST,- DALLAS, TEXAS 
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SMITH 


BUTANE - PROPANE 


STANDARD EQUIPMENT 


With Leading LPG Engineers 


MODEL 210 (Above) * Capacity 50 
GPM at 1750 RPM for direct con- 
necting to electric motor. 
MODEL 211 * Capacity 50 GPM at 
500 RPM for tank truck direct con- 
nected to power take-off, 
MODEL 300 © Capacity 100 GPM at 
1750 RPM for direct connecting to 
electric motor. 
MODEL 301 © Capacity 100 GPM at 
500 RPM for large transport service 
direct connected to power take-off 
drive. 
2s 

BALANCED GEAR CONSTRUCTION 

RELIEVES BEARING LOADS 


© 

FLUID SEALED PACKING BOX 

ELIMINATES HAZARDOUS LEAKS 
* 


250 LBS. WORKING PRESSURE 
e 
Prompt Delivery on 
Complete Assemblies 


Write for literature and prices. 


sor Produc/s COMPANY 


SMITH Zec 


‘ost UTH PASADENA CALIF 





New Furnace Permits Higher 
Volume of Porcelain Enamel 


In the current year the Tennessee 
Enamel Manufacturing Co., of Nash- 
ville, Tenn., has put into operation a 
large capacity 
heat treating 
enameling fur- 
nace that adds ap- 
proximately 9000 
sq. ft. of steel per 
hour to the total 
volume of porce- 
lain enamel steel 
that the plant can 
turn out, accord- 
ing to W. B. Ev- 
ans, president of 
the company. 

It is said that 
this makes this 
cempany one of the largest potential 
steel enameling concerns in the coun- 
try. The new furnace has been util- 
ized in the war effort to manufacture 
bombs. After the war it will be used 
to manufacture appliances sold by the 
company. 

Tennessee Enamel Manufacturing 
Co. was awarded the Army-Navy “E” 
award last spring for excellence in 
production of war materials, Mr. 
Evans being the recipient of the 
award. Six months later the company 
was given a second award by the gov- 
ernment representing a renewal of the 
first award. 


W. B. EVANS 


When Motor Carriers May 
Dispense With Plates 


ICC Emergency Order M-4, effective 
Nov. 1, permits motor carriers under 
ICC control: to dispense with ICC 
identification plates when the carrier 
does not own such plates. 

Such carriers must, however, dis- 
play their name and the ICC number 
assigned to the operating authority 
on both sides of their vehicles, ac- 
cording to ICC Emergency Order M-4. 
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WHAT IM SELLING TODAY 
PAYS BIG DIVIDENDS / 


“These days I’m putting all my 
efforts into selling one thing— 
good will! And mister... when 
the war is over it’s going to pay 
off in cash sales! 

“T figure it this way. I want 
to be ready to expand my busi- 
ness after the war. If I can keep 
my customers happy about 
their present L-P gas equipment 
— when peace comes they’ll be 
my best prospects for new ap- 
pliances. 


‘‘Keeping customers enthusi- 
astic about L-P gas and L-P 
service is easy. When I make a 
gas delivery I take the oppor- 
tunity to discuss the customer’s 
L-P gas refrigerator or range. 
Generally, everything is in to 
working order. But because q 
show an interest in the things 
I sold them, the door will be 
wide open when I’m ready to 
sell new appliances after the 
war.”’ 


“SATISFIED CUSTOMERS TODAY... MEAN 
MORE PROSPECTS TOMORROW” 





FREE L-P REFRIGERATOR 


SERVICE MANUAL — Write % & RV —E L 

today for your free copy to i i 

Servel, Inc., Evansville, Ind. 
Incorporated 





PEACETIME MAKER OF THE | ee SERVEL GAS REFRIGERATOR 
SERRE oh 1 
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ARE YOUR FILES 
COMPLETE 
On The Selection Of 
VENTED & UNVENTED 


BRILLIANT FIRE 


GAS HEATERS 


now available under 


WPB & OPA Regulations 


Write for illustrated Circular No. 460 
listing available models together with 
information on how they can be 
bought and sold. 


The Ohio Foundry & Mfc.,Co. 
STEUBENVILLE, OHIO 
“Quality Heating Equipment 
Since 1846” 














Refineries and Plants 


For Recovery of 
Isobutane 
N-Butane 

Propane 


On 
is 


VV 


PARKHILL WADE 
CONSULTING AND 
CONSTRUCTION ENGINEERS 
1625 SOUTH ALAMEDA STREET 
LOS ANGELES CALIFORNIA 














Leon C. Gadbois Goes Into 
LP-Gas Business for Himself 


After being associated with various 
firms for 23 years, Leon C. Gadbois, 
of Minneapolis, has decided to go into 
business for himself. As a manufac- 
turer’s agent he will specialize in LP- 
Gas equipment and has established an 
office at 201 25th Ave., S.E., Minne- 
apolis. Pumps, tanks, valves are 
among the lines he will represent. 

Mr. Gadbois was last with Wm. 
Bros Boiler & Manufacturing Co., and 
for 10 years, during which time he 
built up a large following among LP- 
Gas men in Minnesota. 

He started in the oil and oil equip- 
ment business in 1920 with the Vac- 
uum Oil Co., followed by service with 
Sinclair and Pure Oil, and with Butler 
Manufacturing Co. for 10 years. 

He says, “I think it’s time I got out 
on my own.” 


Prospective Truck Purchasers 
Must Get ODT Approval 


Prospective truck buyers intending 
to purchase a truck to use for the 
first time, or to extend or expand 
present delivery operaticns, have been 
warned by the Office of Defense 
Transportation to first check with 
ODT concerning the purpose for which 
the vehicle will be used. 

Recent amendments to ODT orders 
prohibit inauguration of new opera- 
tions or the expansion of present de- 
livery routes or areas without the 
prior approval of ODT. 


Mexican LP-Gas Operator 
Meets Death in Own Plane 


Jorge Alcayaga, president of Cia 
Hidro Gas Ccmbustible de Mexico 
S. A. de C. A. Mexico City, was killed 
in an airplane accident over Mexico 
City cn Sept. 23. 

He was flying his own plane at the 
time. 
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WBP- 
Gon Flue Crier 


CALCULATOR 
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® Easy to Use and Carry 
® No Need for Calculations 


Ever had to convert an appliance from 
manufactured or natural gas to LP-CGas 
and needed to know what orifice size 
to install? Ever had to estimate how 
much gas a burner could handle? Ever 
had to convert B.t.u. per hr. to cu. ft. 
per hr., or vice-versa? Ever had to 
know the B.t.u. input load of an ap- 
pliance or industrial burner? With the 
Gas Flow Orifice Calculator you can 
quickly and accurately work out all 
these and many other problems. 


Checks all factors relative to orifice 
sizing for gases from 300 B.'.u. to 
3300 B.t.u. at pressures from .5-ins. to 


ORDER TODAY... 
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GAS FLOW 
ORIFICE 
CALCULATOR 


Invaluable to LP-Gas Engi- 
neers, Shop Men, Domestic 
Appliance Service Depart- 


se ments, LP-Gas Appliance 


Manufacturers, and All Oth- 
ers Who Need to Check or 
Determine LP-Gas Orifice 
Sizes. 


® No Reference to Tables 
® Just Set Scales and Read 


15-ins. water pressure. Determines the 
flow of orifices from sizes 1 to 75 
number drills, from sizes A to Z in 
letter drills, and from sizes 2/64 to 
32/64 in fraction drills. 


Priced for quantity purchase to enable 
you to obtain a sufficient number for 
everyone in your organization con- 
cerned with orifice sizing. Privilege to 
return within 10 days, for any reason, 
further assures your satisfaction. We 
pay postage on orders accompanied 
bv remittance. Add 244% sales tax on 
California orders; 10% excise tax on 
Canadian orders. 


SPECIAL OFFER 
25% DISCOUNT ON 
ALL ORDERS OF 25 


$1.00 


1703 West 8th Street, Los Angeles 14, Calif. OR MORE. EACH 
Gentlemen: Please send me........ W.B.P. Cas Flow Orifice Calculators for 
which I am enclosing my check (or moncy order) for $............+ 


er 
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Normal Uses of Normal Butane 
Not Affected by PAW Directive 75 


NDER the title of Directive 75, 

the Petroleum Administration for 
War impresses upon refineries and 
natural gasoline manufacturers the 
need for producing the largest possi- 
ble volume of butane, isobutane and 
butylenes for use in synthetic rubber 
and aviation gasoline. 

However, Deputy Administrator 
Ralph K. Davies has emphasized that 
normal butane is not being with- 
drawn from refinery operations or 
other uses under this directive. 

Directive 75 is intended only to in- 
crease the quantities of butylenes and 
isobutane for the manufacture of pe- 
troleum war products. In Mr. Davies’ 
words: 


Misunderstanding Is Cleared Up 


“Apparently there has been some 
misunderstanding among refiners and 
producers of natural gasoline as to 
the intent of Petroleum Directive 75. 
Some individuals have interpreted the 
Directive as meaning that all normal 
butane must now be diverted from 
normal channels for use in the manu- 
facture of petroleum war products 
only. This is not true. 

“Directive 75 requires that buty- 
lenes and isobutane—but not normal 
butane—be used only in the manufac- 
ture of aviation gasoline, synthetic 
rubber, or their components. 

“The Directive does not affect the 
use of normal butane, provided that 
isobutane and butylenes admixed 
with it are first removed to the ex- 
tent required by the Directive for di- 
version to aviation gasoline or syn- 
thetic rubber manufacture.” 

Present shortages prompted the 
directive, which is explained in a re- 
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lease of the Office of War Information: 
“The Petroleum Administration for 
War called upon refiners and natural 
gasoline manufacturers in the United 
States to increase the quantity of 
butylenes and isobutane to be made 
available for use in meeting con- 
stantly expanding war needs. 


“Action was taken by issuing PAW 
Directive 75, which requires that buty- 
lenes and isobutane be used only in 
the manufacture of aviation gaso- 
line, synthetic rubber, or their com- 
ponents. The directive also requires 
refiners and natural gasoline manu- 
facturers to inform PAW of the quan- 
tities and composition of their hydro- 
carbon mixtures containing butylenes 
and isobutane that are not now being 
so utilized. 

“Butylenes are urgently needed in 
two of the nation’s highest priority 
programs, namely, aviation gasoline 
and synthetic rubber, while isobutane 
is an essential food stock for aviation 
gasoline manufacture. The need for 
these petroleum raw materials in the 
aviation gasoline and rubber pro- 
grams is constantly increasing. 
Therefore, the present directive is 
issued in order that the petroleum in- 
dustry will be prepared to provide 
them in larger quantities. 

“The directive applies to petroleum 
mixtures of hydrocarbons in which 
the total content of isobutane, buty- 
lenes and normal butane, as deter- 
mined by laboratory distillation, is 
five per cent or more of the mixture. 
Inasmuch as isobutane and butylenes 
are the materials particularly desired, 
the directive does not apply unless the 
content of isobutane and butylenes in 
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Though present Caloric 
production is not ranges, 
we present the illustration 
above to give you an idea 
how fast Caloric gas ranges 
will come off the assembly 
lines after the war. The 
same advanced mass pro- 
duction techniques that are 
turning out fine, efficient 


CALORIC GAS 
STOVE WORKS 


PHILADELPHIA, PA. 





heating stoves to meet ur- 
gent military needs today 
will send Caloric gas ranges 
streaming into your store 
after the war—Calorics in 
the quantity you want and 
of the quality you have 
come to expect in this finer, 
popular-priced range. 


CALORIC 


GAS RANGES 
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For Safety 
and Economy 


ETHYL 


MERCAPTAN 


—Purified 


The ACCEPTED 
standard 
edorant 
for liquefied 
petroleum 
gases. 





MALLINCKRODT 
CHEMICAL WORKS 


ST. LOUIS 


NEW YORK 




















S. 


uperior FLARE FITTINGS 
Especially For 
L. P. G. 





INSTALLATIONS 


SAE (Flare) Unions, 
Couplings, Adapt- 


ers, Elbows, Tees, 
Crosses and Nuts 


Listed as Standard by 


UNDERWRITERS 
LABORATORIES, | 


IN 


c. 





WRITE FOR BULLETIN 


SUPERIOR VALVE G FITTINGS Co. 


1509 WEST LIBERTY AVENUE 


PITTSB 





URGH + PENNSYLVANIA 
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the mixture of isobutane, butylenes, 
and normal butane is at least twenty 
per cent. In any case the directive 
does not apply to individual natural 
gasoline plants producing less than 
10,000 gals. per day of total liquid 
products. 

“A large proportion of the usable 
isobutane and butylenes in the country 
already is flowing into war produc- 
tion. The object of the present 
directive is to assure the recovery 
and utilization in war products of 
those remaining volumes of isobutane 
and butylenes that are worth devel- 
oping. 

“PAW Directive 75 required that 
refiners and natural gasoline manu- 
facturers fill out copies of PAW 
Form 34 which relates to the volume 
and composition of mixtures now be- 
ing produced that contain isobutane, 
butylenes and normal butane and to 
the facilities available for recovery and 
shipment thereof and that copies of 
the form be filed with PAW by Nov. 1. 


Where Exceptions Apply 


“PAW recognizes that exceptions 
to the directive must be granted to 
certain plants that are already produc- 
ing other important petroleum war 
preducts or at present lack the equip- 
ment to cbtain isobutane and buty- 
lenes from the petroleum processed. 

“Other plants may require excep- 
tions because the directive would im- 
pose unnecessary hardships. 

“To facilitate prompt action on all 
requests for exceptions to the direc- 
tive, the District Office of PAW have 
been authorized to grant necessary 
and justified exceptions. 

Requests for exception and other 
communications concerning the Di- 
rective and PAW Form 34 should be 
addressed to the Director-in-Charge, 
Petroleum Administration for War, 
in the PAW district in which the re- 
finery or natural gasoline plant is 
located.” 
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PUTTING MORE B.T.U’s TO WORK WITH 


REZNOR Unit Heaters 


® Combustion liberates a certain number 
of B. T. U.’s, but efficiency of any heating 
unit is measured by the quantity of B. T. 
U.’s actually delivered as heat. 
The Reznor Unit Heater delivers a max- 
imum volume because the heat exchanger 
section is designed to permit the air to 
move quickly and efficiently over the heat 
exchanger tubes. There are no fins or 
projections to hold back the steady flow 
of hard-working B.T. U.’s. The compact, 
self-contained Reznor Heater is easily in- 
stalled .. . can be relocated without diffi- 
culty. Printed data available upon request. 
Reznor heat exchanger assembly per- 


REZNOR MANUFACTURING CO. mits wider distribution of warm air. 
304 James St. Mercer, Penna. 


"GAS HEATERS EXCLUStVeLtYyY sinct 


SPECIAL! juss 
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AABRE SOI GH. 


5170 Net Gallon Propane Storage Spheres Built for the 
IMPERIAL GAS CO., LOS ANGELES, CALIF. : 
Bring Your Special Propane Storage and Storage Problems to Us 


THE SUPERIOR TANK and CONSTRUCTION CoO. 


6155 So. Eastern Avenue LOS ANGELES, CALIF. Phone Angeles 4157 
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ROBERTSHAW Coast-to-Coast 
Radio Programs are teaching 
millions of range prospects 
the value of Robertshaw Oven 
Heat Controls. 





ROBERTSHAW 
THERMOSTAT CO. 


YOUNGWOOD, PENNA. 








WPB High-Ups Resign 
Washington Positions 


Executive Vice Chairman Charles 
E. Wilson and Operating Vice Chair- 
man H. G. Batcheller, of the War 
Production Board, have resigned to 
resume their posts in private industry. 

Mr. Wilson is president of General 
Electric Co. and Mr. Batcheller is 
president of the Allegheny-Ludlum 
Steel Corp. 


STATEMENT OF THE OWNERSHIP, MAN- 

AGEMENT, CIRCULATION, ETC., RE- 

QUIRED BY THE ACTS OF CONGRESS OF 
AUGUST 24, 1912, AND MARCH 3, 1933 


Of BuTANE - ProPpANE News, published 
monthly at Los Angeles, California, for Octo- 
ber 1, 19438. 

State of California, County of Los Angeles 
—ss. 

Before me, a notary public in and for the 
State and County aforesaid, personally ap- 
peared Jay Jenkins, who, having ‘been duly 
sworn according to law, deposes and says that 
he is the publisher of the BUTANE-PROPANE 
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News, and that the following is, to the best 
of his knowledge and belief, a true statment.-of 
the ownership, management (and if a daily 
paper, the circulation), etc., of the aforesaid 
publication for the date shown in thé above 
caption, required by the Act of August 24, 
1912, as amended by the Act of March 3, 1933, 
embodied in section 537, Postal Laws and 
Regulations, printed on the reverse of this 
form, to wit: 


1. That the names and addresses of the pub. 
lisher, editor, managing editor, and business 
managers are: Publisher, Jay Jenkins, 1709 W, 
8th St., Los Angeles 14, Calif. ; Editor, Arthur 
Rohman, 1709 W. 8th St., Los Angeles 14, 
Calif. ; Managing Editor, Lynn C. Denny, 1709 
Ww. 8th St., Los Angeles 14, Calif. 

2. That the owner is: (If owned by a cor. 
poration, its name and address must be stated 
ard also immediately thereunder the names and 
addresses of stockholders owning or holding 
one per cent or more of total amount of stock, 
If not owned by a corporation, the names and 
addresses of the individual owners must be 
given. If owned by a firm, company, or other 
unincorporated concern, its name and address, 
as well as those of each individual member, 
must be given.) 

Western Business Papers, Inc., 1709 W. 8th 
St., Los Angeles 14, Calif.; Jay E. Jenkins, 
Los Angeles. Calif.; George H. Finley, Santa 
Barbara, Calif.; James E. Jenkins, Los An- 
geles, Calif.; Arthur Rohman, Los Angeles, 
Calif.; Craig Espy, Dallas, Texas. 

8. That the known bondholders, mortgagees, 
and other security holders owning or holding 
1 per cent or more of total amount of bonds, 
mortgages, or other securities are: (If there 
are none, so state.) None. 

4. That the two paragraphs next above, giv- 
ing the names of the owners, stockholders, and 
security holders, if any, contain not only the 
list of stockholders and securitv holders as they 
appear upon the books of the company but 
also, in cases where the stockholder or security 
holder appears upon the books of the company 
as trustee or in any other fiduciary relation, 
the name of the person or corporation for 
whom such trustee is acting, is given; also that 
the said two paragraphs contain statements 
embracing affiant’s full knowledge and belief 
as to the circumstances and conditions under 
which stockholders and sccurity holders who do 
not appear upon the books of the company as 
trustees, hold stock and securities in a capacity 
other than that of a bona fide owner ; and this 
affiant has no reason to believe that any other 
person, association, or corporation has any in- 
terest direct or indirect in the said stock, 
bonds, or other securities than as so stated 
by him. 

5. That the average number of copies of 
each issue of this publication sold or distrib- 
uted, through the mails or otherwise, to paid 
subscribers during the twelve months preced- 
ing the date shown above is. (This informa- 
tion is required from daily publications only.) 


JAY JENKINS, Signature of Publisher. 


Sworn to and subscribed before me this 24th 
day of September, 1943. 
(Seal) SUSAN McCONNELL. 
(My commission expires June 4, 1947.) 
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DEARBORN 
L.P.G. GAS HEATERS 


@ AIR-COOLED CABINET 


Patented Safety Feature. 


@ HI-CROWN BURNER 


An Engineering Triumph. 


@ BLUE FLAME PILOT 


Automatic Lighting Is Safer. 


@ LUXURY FINISHES 


Rival Finest Furniture. 


@ A.G.A. APPROVED 
The LPG Seal of Safety. 


Write for Catalog 


THE NATIONALLY DEARBORN STOVE CO. 


KNOWN LPG LINE 3256 MILWAUKEE AVE. ® CHICAGO 

















At home and on the industrial front, a dependable 
source of Butane and Propane means more satisfied 
customers. For more than fifty years, through wars 
and in peace times, Carter has faithfully served. 
Write our Marketing Department for higher qual- 


ity Butane and Propane. 
DEHYDRATED 


C ART * Ro YT PROPANE* BUTANE | 
WHOLESALE ONLY es 
TULSA, OKLAHOMA 
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Heat Controls. 
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are none, so state.) None. 
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National Butane Gas Co. 











Memphis, Tennessee 
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OUR THREEFOLD OBJECTIVE: 
Ist, VICTORY 
2nd, SERVICE 
Last, PROFIT 


¢ 


VICTORY, by building ONLY the 
equipment deemed essential by the 
WPB; SERVICE, by remaining in the 
Butane Gas Business ONLY; PROFIT, 
the greatest profit of all, The GOOD 
WILL of our customers. 
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Mutual's 
No. 1 
Lead 
Melting 
Field 

and Shop 


Furnace 


This lead or compound melting unit 
is well constructed, efficient and eco- 
nomical, fully equipped with 12" lead 
pot, 6" steel ladle, and 10° '/," high- 
pressure hose with POL nut connec- 
tion. Can be used with any type of 
LP Gas cylinder carrying standard LP 
Gas valve. 


Mutual Liquid Gas Co. 


3805 W. Imperial Hwy. Inglewood, Calif. 


Ele a i i Di ME a is 
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Petroleum Order P-98-b, 
Amended, Covers LP-Gas 


Simplification of provisions is ef. 
fected in a revision of P-98-b. Changes 
made in the order do not, in the main, 
affect the substance of the terms of 
the order, but effect a better organi- 
zation of its structure. A number of 
the previous schedules have been 
eliminated. Section C (4) of the 
Amended Order states: 

“(4) Priorities assistance may not 
be obtained under this order for ma- 
terial or equipment to be used by con- 
sumer accounts for or in the storage 
or dispensing of petroleum, including 
liquefied petroleum gas. Maintenance 
and repair for this type of equipment 
is covered under Preference Rating 
Order P-98-e.” 


E. J. Horton Named Assistant 
To Robertshaw President 


The appointment of E. J. Horton 
as assistant to the president, has been 
announced by John A. Robertshaw, 
president of the Robertshaw Thermo- 
stat Co., Youngwood, Pa. 


Mr. Horton was graduated from 
Yale University, Sheffield Scientific 
School, in mechanical engineering, 


with the Class of 1906. He was with 
the Ruud Manufacturing Co., of Pitts- 
burgh, Pa., before coming with Rob- 
ertshaw, having been chief engineer 
of that company. He has been a mem- 
ber of the A.G.A. sub-committee on 
approval requirements for water heat- 
ers since the formation of that com- 
mittee. 


OPA Appoints Cast Iron 
Boiler Industry Committee 

A cast iron hot water supply boiler 
industry advisory committee composed 
of six officials of manufacturing firms 


has been appointed by the Office of 
Price Administration. 
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the dependable Butane- 
Propane is shipped to 
many sections of the 
continent—in the United States 
and in foreign countries. 


We have greatly increased our 
transportation facilities in order to 
maintain the best possible wartime serv- 
ice. The cooperation of our many friends 
and customers is sincerely appreciated. 


It’s Anchor For BUT ANE-PROPANE 


ANCHOR 


PETROLEUM COMPANY 
TULSA, OKLAHOMA 














[HomaS highly useful 
DOUBLE DUTY HAND TRUCKS 


An all purpose, one man truck for mov- 
ing both cylinders and appliances. No 
more back breaking lifting, either. 
Tapered body gives operator ample 
room between handles. 

Cradle construction accommodates any 
size cylinder up to 100 pound capacity. 
Wide Bottom flanges give support for 
appliances. Web strap (optional) holds 
appliance rigidly. Rubber tired wheels. 
Rounded handle grips permit skidding 
from end of delivery truck. Time saving, 
labor saving, cost cutting. 


Write for prices and folder. 


Thomas Truck 
& Caster Co. 


4390 Mississippi River Keokuk, lowa 
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17-Year-Old Butane Carburetor 
Firm Moves to New Location 


The Century Gas Equipment Co. 
announce the removal of their plant 
to a new location at 11,188 Long 
Beach Blvd.,. Lynwood, Calif. -This 
company is one of the pioneer com- 
panies in the butane and natural gas 
carbureticn business, its first butane 
unit having been brought out in 1926. 

Located in the midst of the oil fields 
at Long Beach, the first units were 
primarily for oil field pumping and 
drilling equipment. As butane became 
plentiful, with the refineries supplying 
fuel for farm homes, converter units 
were manufactured to take care of 
tractors and trucks. 

Over 7000 units have been sold 
throughout the United States and 
Canada. Some Century kutane equip- 


ment has been in use on the same piece 
ef equipment for over five years. Most 





trucks using Century report running 
over 100,000 miles with no engine 
repairs. Many trucks inspected by 
this company with 100,000 miles or 
more operation show no appreciable 
wear on cylinder walls, rings or pis- 
tons, and seldom need a valve grind, 
The company is now preparing to 
bring out a new, more compact model, 

The officers of the company are 
Frank E. Pilling, president; H. Verne 
Snodgrass, vice president, and Andrew 
Bauer, secretary-treasurer. 


Anchor Petroleum Contracts For 


LP-Gas From Pauls Valley 


Otha H. Grimes, natural gasoline 
producer, has put into operation a new 
recovery plant in the prolific Pauis 
Valley field of Oklahoma. 

Anchor Petroleum Co., of Tulsa, has 
contracted to purchase the LP-Gas 
output of the plant. 





Necessary valve operating current is supplied by heat of pilot 


* flame epplied to thermocouple element. Failure of flame auto- 
meticaily closes valve which can be again opened by convenient 
push button. MR-2 is straight through gas type. Standard thermo- 
couple length 30”. Valve sizes: ¥%” to 12". Available for manu- 


factured or liquefied petroleum gases. 


GENERAL CONTROLS 


801 ALLEN AVENUE * GLENDALE 1, CALIFORNIA 


Branches: Boston + New York + Philadelphia « Cleveland 
Detroit - Chicago + Dallas + Denver + San Francisco 


WRITE FOR 
CATALOG 
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A Name 
That Stands 


for Quality 


MeNAMAR 


Tanks for 
most all L.P.G. 


requirements 


McNAMAR 
Boiler and Tank Co. 


Tulsa, Okla. Salem, Ill. 

















YOU JUST 
READ THE 
DIAL — 


Rochester Does the Gauging! 











Say goodbye to the nuisance of open tank 
gauging, L-P dangers. Rochester Criterion 
Gauge indications are made by magnetic 
impulse through a vapor-tight solid metal 
safety wall. No shaft connection passes 
through the gauge head—break a Rochester 
crystal, still no vapor escapes. Listec as 
standard by the Underwriters’. Write for 
information. 


ROCHESTER MFG. CO., Inc. 
17 Rockwood St. Rochester, N. Y. 


ROCHESTER 


CAczercore, GAUGES 
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SMITH METER BU-40 
for Butane 


© Smith Meter BU-40 
is built for the job of metering 
Butane. This is not an adapta- 
tion of some other meter. Sus- 
tained accuracy is guaranteed. 
The Smith positive displacement 
Rotary Principle insures fast. 
steady flow and low head loss. 
Capacity: 50 g.p.m.; working 
pressure—up to 250 Ibs. p.s.i. 


Available for corrosive or non- 
corrosive service on priority. 


SMITH METER COMPANY 


SUBSIDIARY OF A. 0. SMITH CORPORATION 


Factories at Los Angeles and Milwaukee 







LES OFFICES AT NEW YORK » CHICAGO 














For 


“AFCO” Tanks 


Write the agnor! CO. 


0 
ARK Anske 5 sxe 
l 


Manufacturers of ASME U-69 
Underground Storage Tanks 
for Butane 


Arkansas Foundry Company 


1501 EAST SIXTH STREET 
LITTLE ROCK, ARKANSAS 


Phones 


LD 66 Local 8231 




















CAS EQUIPMENT CO., INC. 


2620 South Ervay Street, Dallas, Texas 


GAS EQUIPMENT SUPPLY CO. 
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RFC Acquires Gas Plants 
And Heaters for Disposal 


The Reconstruction Finance Corpor- 
ation, Examining Division, has advised 
the Liquefied Petroleum Gas Associa- 
tion that it acquired, under the pro- 
visions of the Murray-Patman Act, a 
number of butane gas plants and 
butane gas appliances. It is the under- 
standing that the disposition of these 
gas plants will be effected in cooper- 
ation with the LP-Gas Section of the 
Natural Gas and Natural Gasoline 
Division of PAW. 

Information concerning the dispo- 
sition of the gas appliances, which 
consist primarily of butane space 
heaters, can be obtained from W. &, 
Willett, of the RFC. 


Increased Inventories 


Allowed More Dealers 


Increased allowable inventories of 
all types rationed stoves have been 
extended to dealers and distributors 
in five additional areas, OPA has an- 
nouced. 

The areas affected by this increage 
cover OPA Region I—Boston (New 
England); Region IV—Atlanta (South- 
eastern states); Region V—Dallas 
(South Central states); Region VI— 
Chicago (Midwestern states); Region 
VII — Denver (Rocky Mountain 
states). 

Recently an allowable inventory in- 
crease was granted to dealers and dis- 
tributors in OPA Region VIII cover- 
ing the far West. 


Shell Completes 100-Octane 
Plant at $20,000,000 Cost 


The first of its kind to be built since 
Pearl Harbor, the Shell Oil Co.’s high 
octane catalytic cracking plant near 
Wilmington, Calif., was dedicated 
Nov. 138. 

The plant was built at a cost of 
$20,000,000 and covers 50 acres. 
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No. C. L.-80 Barber Burner 
APPLIANCE 


BARBER svaness 


We are mainly on war production, but 
wherever permitted, we are supplying our 
regular products. Barber Units, in many stand- 
ard or special shapes and sizes, are always 
correctly designed to fit the individual ap- 
pliance, and give complete combustion on 
Butane-Propane or any other gas. Be ready 
for big post-war business—submit your spe- 
cial burner problems NOW to Barber en- 
gineers. Complete catalog on request. 


THE BARBER GAS BURNER CO. 
3704 Superior Ave. Cleveland, Ohio 

















AMERICAN 


meGH PRESSURE 


STORAGE 


TRUCK TANKS 


a Ve oe ee ee a a 


CODE 


AMERICAN 


PIPE & STEEL CORPORATION 


Manufacturers and Distributors 


Alhambra, 


Or iitielait., 
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SINCLAIR 


LP Gases Serve On 
The Home Front 





Cylinders of LP gases are ‘'silent 
soldiers on the home front.” While 
the vast bulk of Sinclair Butane and 
Propane is going directly into the 
production of vital materials of war 
for use on far-flung battlefields, the 
remainder is still fighting on the home 
front . . . in chemical plants and re- 
fineries, in defense workers’ homes, in 
tractors and trucks. 


For battle line or production line, 
you can't find a more versatile prod- 
uct than Sinclair's Liquefied Petro- 
leum Gases, now used as important 
elements in 100 Octane Gasoline, 
synthetic rubber, vitally-needed chem- 
icals, and many other products. 


Protect your fuel requirements 
by contracting with 
SINCLAIR PRAIRIE 
Om ComMPANY 


Liquefied Petroleum Gas Division 
Sinclair Bldg. 
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CLASSIFIED 


Classified advertising is set in 6-point 
type, without border or display, at the rate 
of 10 cents per word per insertion; mini- 
mum charge per insertion $2. Box numbers 
for replies count as 5 words. Count as a 
word each one letter word and each group 
of figures. Classified advertising is only 
accepted when payment accompanies order. 
Copy and payment must reach publisher’s 
office prior to 10th of month preceding 
publication. 




















HELP WANTED 
WANTED — MAINTENANCE MAN WITH 
knowledge of adjusting and repairing appli- 
ances, eventually driving truck, for LP gas 
distribution system. Write: North American 
Utility & Construction Corporation, 415 Lex- 
ington Ave., New York, N. Y. 











EQUIPMENT WANTED 





WANTED—PROPANE GAS TRANSPORTS, 
one for 3300 gallons and other for 1500 gal- 
lons. Write full details, price, etc., to Box 
220, BUTANE-PROPANE News, 1709 W. 
8th, Los Angeles 14, Calif. 





WANTED—1000 CYLINDERS FOR LIQUE- 
fied Petroleum Gas. What sizes and quanti. 
ties have you, at what price? Autogenous 
Gas Company, Cleveland 14, Ohio. 





WANTED—A TRANSPORT SEMI-TRAILER 
for Propane. Box 190, BUTANE-PROPANE 
News, 1709 W. 8th St., Los Angeles 14, Calif. 





EQUIPMENT FOR SALE 


FOR SALE—NEW GAS METERS COM- 
PUTED in cubic feet. Fifteen No. 0 Emco 
Butane Meters. Sixty No. 2-B Bottle Gas 
Meters. Twelve No. 3-B Metric Iron Case 
Meters. Twelve No. 5-B/150 Meters. In- 
formation write to Best Natural Gas Corp., 
Woodridge, New York. 








FOR SALE— 15,000 GALLON BUTANE 
tank, 105 lbs. working pressure, excellent con- 
dition. Drawings available. Write Power Con- 
struction Co., Minneapolis, Minn. 








Truck Operators Can’t Extend 
Delivery Routes, Says ODT 


ODT has forbidden all truck oper- 
ators to inaugurate new truck oper- 
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ations or extend present routes or de. 
livery areas without obtaining prior 
approval of the ODT. 

The amendments, which have been 
effective since Oct. 27, forbid any 
motor carrier to increase his mileage 
by extending his operations into areas 
or over routes not now served by the 
carrier. 


TANKS 


In the Pacific Northwest 


See 
King Bros., Inc. 
For Your Tank and 


Cylinder Requirements 
3500 S. E. 17th Ave., Portland, Ore. 














HOT Water 


UNITED STATES 
Automatic Water Heaters 
Approved .by A.G.A. for 
Liquefied Petroleum Gas 


United States Heater Co. 


COMPTON, CALIFORNIA 
ARAN ES ARR NTT SALT 








Victory Is Everyone’s Job 
ELECTRIC & CARBURETOR 
ENGINEERING CO. 


“Pioneers of the Butane Industry” 
For the duration of the war we are en- 
aged 100% in manufacturing AIRCRAFT 
RECISION PRODUCTS. After the war 
we will again present our regular lines 
and solicit your patronage. 








ELECTRIC & CARBURETOR 


ENGINEERING CO. 
E. Sth St. Los Angeles 
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meets the demands of the nation. 
Our plant has gone to war for the 
duration — but when peace comes, 
L. C. RONEY products for the LP- 
Gas industry will meet the demands 
of dealers everywhere. In the mean- 
time—our stock of LP-Gas equipment 
is still complete. 


t.c.RONE Y inc. 








1740-44 W593" ST.- LOS ANGELES, CALIF 





“BORROWED ™ 
For The 


DURATION 

















SPRAGUE 
METERS 


for 
PROPANE - BUTANE SERVICE 


Write for Particulars 


SPRAGUE METER 
COMPANY 


Bridgeport, Conn. 
Los Angeles, Calif. 
San Francisco, Calif. 
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Figure 124—Heavy duty 
truck mounting pump. 


You ask, and rightly so, the following 
question: ''Why can't we get Viking Truck 
Mounting Pumps? It doesn't seem possible 
that the armed forces need so many of 
these pumps for transporting gasoline and 
fuel oil that mighty few are avialable for 
home front use." 


The answer is this: The Viking Truch 
Mounting Pump, originally designed for 
trucking operations, today is called on 
for MANY War-time jobs. Not only is it 
being used to pump petroleum products 
from trucks, but it is also employed for 
delivering almost every conceivable liquid, 
ranging from synthetic rubber applications 
to general service work aboard many of 
Uncle Sam's new ships. 


When the War ends, the Viking Truck 
Mounting Pump will again be available 
in plentiful numbers to serve its original 
purpose .. . truck delivery work. Until 
that time it has been "borrowed" by our 
fighting men to help hasten the day of 
Victory over the Axis powers. 
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PART |. INTRODUCTION 


Chapter |: The Progress of the Industry and the 
History of its Development. 


Chapter 2: The ABC of LP-Gas, an Introduction 
to LP-Gas Operations. 


PART 2. PHYSICAL AND CHEMICAL 
PROPERTIES 


Chapter |: Properties of the Hydrocarbons in 
LP-Gas. 


Chapter 2. Properties of Butane-Propane 
Mixtures. 


Chapter 3: Volume Correction Factors. 


Chapter 4: Analytical Determination and 
Testing. 


PART 3. PRODUCTION OF LP-GAS 


Chapter 1: Natural Gasoline Plants, Recycling 
Plants, Oil Refineries. 


PART 4. TRANSPORTATION AND STORAGE 
Chapter 1: Delivery by Truck, Rail, Water, 


and Pipe Line. 

Chapter 2: Storage Tank and Pressure Vessel 
Design. 

Chapter 3: Liquid Metering and Pumping 
Systems. 


PART 5. DISTRIBUTION OF LP-GAS 


Chapter I: Installing and Servicing LP-Gas 
Systems. 


Chapter 2: Semi-Bulk Systems. 
Chapter 3: Bottled Gas Systems. 
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Chapter 4: Gas Utility Service From Central 
Plants. 


Chapter 5: Multiple Utility Service From a 
Central Plant. 


PART 6. UTILIZATION OF LP-GAS 


Chapter |: Comparative Performance With 
Other Fuels. 


Chapter 2: Appliance Installation and Testing. 

Chapter 3: Dometic Applications. 

Chapter 4: Commercial Applications. 

Chapter 5: Industrial Applications. 

Chapter 6: Enrichment, Peak Load and Stand- 
by Uses. 

Chapter 7: A Fuel for Internal Combustion 
Engines. 


PART 7. REGULATIONS 
Section |: N.B.F.U. Pamphlet No. 58. 
Section 2: Motor Carrier Regulations. 


Section 4: Unloading Tank Cars . 
Section 5: Marine Regulations. 


PART 8. APPENDIX 
Section |: Products Liability Insurance. 
Section 2: Handy Tables for Field Use. 
Section 3: Bibliography. 
Section 4: Glossary of Terms. 
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Section 3: Freight Regulations. 
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CATALOGUE SECTION 


A comprehensive presentation of LP-Gas ap- 
pliances and, equipment by the manufacturers 
of the LP-Gas industry's best known products. 








SCA I 


/QUALITY CYLINDER CONST 


means LONGER LIFE 


In addition to providing uniform wall 
thickness and known strength, the Scaife 
method of cylinder construction adds 
extra rigidity at top and bottom that 
protects the cylinder and increases its 
service life. 


Scaife shells are formed from steel 
sheets. The heads are pressed in ellip- 
soidal shape, inserted into the shell and 
integrally fused in place, thus forming 
the reinforcement and extra rigidity that 
means longer life. 


sOUNIID 


SCAIFE 





i SCAIFE COMPANY 
i) General Offices and Works: OAKMONT (Pittsburgh District), Pa 
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